WEATHER FORECAST 


Fair tonight, low 25-30 Saturday 


fair and a lune milder. 
THE GETTYSBURG TIMES 
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GOOD EVENING 


The trouble with a big city ti that 
It’s so convenient to things you can't 
afford. 
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NEW DIRECTORS 


OF C.C. NAMED AT 


DINNER MEETING 


Richard F Dreas, m anager of the * 
Gettysburg division of the M etro­ 
politan 
Edison 
company. 
Mares 
Sherm an, clothier, and John 
E. 
Caldwell, 
local 
m anager 
of 
the 
United Telephone company, are the 
new d im to rs of the Gettysburg 
Chamber of Commerce 
They were elected from a slate 
of six candidates chosen by the 
membership at large, at the an ­ 
nual membership dinner meeting 
Thursday night at the Peace Light 
inn 
The three other nominees were 
Edmund W Thomas, president of 
the First National bank; H enrietta 
Blot her, 
Blucher':. 
jewelry 
afore. ‘ 
and Glenn I.. Bream, garage and 
automobile 
salesroom 
proprietor 
Rov W 
W ent/, another nominee, 
withdrew his name. 
A run-off 
vote was necessary 
when two of the candidates tied 
on the Hist ballot 
Dreac received 
30 votes, Sherm an 18 and Caldwell 
and Bream IC each. On the run-off. 
Caldwell received 18 and Bream 13. 
Thomas and Mrs Blucher each re­ 
ceived ll votes. 
The 
successful 
candidates 
will 
serve 
three-year 
term s 
on 
the 
chamber board. T*vy will succeed 
Ralph Z Oyler, Olenn Guise and 
John D. Teeter, whose term s ex­ 
pired and who were not candidates 
for re-electitn. 
Secretary Reports 
Henry M. Oarvin, president of the 
chamber, presided at the business 
session which followed the dinner. 
at which the three directors were 
elec'ed 
A rep rt of the 
years 
activities of the chamber was given 
by Mrs Helen Snyder, secretary 
At the first meeting of the board 
in January the cham ber went on 
record 
as 
sponsoring 
the 
Retail 
M erchants association, which even­ 
tually 
materialised 
throtich 
the 
efforts of the Chamber of Com­ 
merce 
directors 
and 
the 
Retail 
M erchants association, the report 
said, 
Thu* organization 
Is 
doing 
a 
splendid job and the Cham ber of 
Commerce commends them heartily 
for their efforts. The cham ber al­ 
lo- ated $50 P»ward the expenses of 
s itin g up an inform ation booth rn 
Lincoln Square and 150 toward the 
purchase of new Christm as decora­ 
tion*. 
Announce Donations 
’•Plan* were originated through 
the Chamber of Commerce officers 
for sponsoring a credit rating bu­ 
reau. A com m ittee has been study­ 
ing this project The cham ber allo­ 
cated $150 toward this project for 
office equipment. Several legislative 
meetings were held in connection 
with the proposed north and south 
(Please Turn to Page 2i 
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Three-County Office 
MovetfTo (Jettysburj; 


The York, Adams, Franklin coun­ 
ties office of the fa rm Home Ad­ 
m inistration Thursday m ov'd from 
York to the second floor cf the PMA 
building on York street 
D C. Miller, m anager of the offl:e 
said he would be at the office here 
Moixlays and the rem ainder of the 
week 
would be working 
through 
York, Adams and Franklin coun­ 
ties. The phone number of the new 
office Is KHO. 
The Farm Home Administration 
makes* loans for purchase of farms 
iou us for operation of farm* ano 
loans for improving farm building' 
and homes. At the present time 
bhoot 80 loans are being handled by 
the Jo* ul oilier 


HAROLD MILLER 
FOUND DEAD IN 
HIS APARTMENT 


ll H at Id Miller, retired manager 
c f the Gettysburg Gas company, 
and a resident of C ttysbu’g for 
approximately 25 years, was found 
dead in bed in his apartm ent in 
the C. W 
Kpiey buddle;, C ham ­ 
bersburg 
and 
South 
Washington 
street.-, about 8 30 o'clock T hurs­ 
day evening. 
Dr. C. G 
Crust, Adams county 
coroner, raid Mr. Miller lin'd cf a 
cerebral 
hem orrhage 
and 
ti tat 


“REC" PROGRAM 


IS EXPLAIN ED 


TO PT A GROUP 


The operation of a day camp uro­ 
gram at the Gettysburg Recreation 
park nexf summer and the possibility 
of establishing neighborhood play­ 
grounds in parts of town too distant 
from the "rec" paik were disco sed 
by Donald Joseph, local recieatjon 
director. in a talk before the G et­ 
tysburg area Fknent-Teacher asso­ 
ciating Thursday evening at Lincoln 
school. 
Mr Joseph told the group of about 
50 thai with lot.** range planning, 
the Gettysburg Recreation at soc la­ 
tten’& 
58-acre 
property 
routh 
of 
Breckenridge street ran bicorne "one 
of the nicest recreation parks rn the 
state.*’ 
Gettysburg's $11 000-a-year recre­ 
ation ptograni represents a jK*r cap­ 
ita expenditure of about 65 cents, he 
(Continued mu P»gr 3» 


LI CEN 81 Ii I O V. I I) 
A m arriage license has been issued 
in W e-tm ilistei to Paul C. Frit* and 
Genevieve M W itter. Biglerville. 


Night Before Christmas Prize W indow 


This “Night Before C hristm as’’ scene in the window of IM Kiltie and Shulley grocery store, Hi West 
Middle street, won first prlw and $25 in clays "B" of The Gettysburg I line*.-YI GET second annual re ­ 
tail m erchants Christm as window decorating conte ,t. The scene is life sLe. and the child asteep in her 
chair in front of the fireplace Is Bonnie Shulley, daughter of Mr. and Mrs. J. Albert Shulley, 
i Photo by lame Studio) 


SPEAKER URGES 


TOWN PRIDE IN 


C.OFC.TALK HERE 


Calling for a “frank appra sal of 
the current activities of the civic- 
minded manoower of G ettyabun’,” 
Harry K 
Trend, president of the 
Pennsylvania 
Chamber 
of 
Com­ 
merce Executives, in an address de­ 
livered Thursday night at the an ­ 
nual membership meeting of the 
Gettysburg Cham ber ot Commerce 
at the Peace Light inn. listed com­ 
munity pride as a prime requisite in 
making th at study. 
The speaker, who is also general 
secretary of the Bethlehem C ham ­ 
ber of Commerce, 
declared 
that 
Gettysburg, along with Philadelphia 
and Bethlehem, are tile "Big Three" 
historical centers of the “greatest 
state in the Union,” He pointed out, 
however, that the appraisal should 
take in all forms of community life, 
including 
industry, 
retailing 
and 
wholesaling, agriculture, tourist anc. 
convention 
business 
and 
govern­ 
mental and civic affairs. 
Cites Town Growth 
“Study the community's pattern 
of facts along these lines, and then 
prepare a definite program of work 
lor your cham ber,” Mr. Trend a d ­ 
vised. 
He expressed himself as amazed 
((Tease Turn to Page 2) 


lf. HAROLD MI Li. LR 


death occurred at approximately C 
o’clock Thursday morning. 
Mi 
Miller is reported to have 
been last seen Tuesday afternoon 
entering the Fpley building with 
"some 
difficulty" 
On 
Monday 
afternoon he visited the offices of 
The 
Gettysburg 
Time . 
Monday 
evening he was at the Elk* home 
summoned By Neighbor 
Thursday evening Mrs. Earl J. 
Bowman, who occupies an ap art­ 
m ent 
adjacent 
to 
Mr. 
Millers, 
called Mr. Epley and reported that 
she had not heard 
Mr 
Miller's 
radio all day Thursday, and that 
she was not certain she had heard 
it on Wednesday. She said that 
this was unusual because Mr. Miller 
invariably 
turned 
his 
radio 
on 
when he entered his apartm ent. 
Mr Epley, his son, C. W Epley. 
Jr., and M urray Miller, an Epley 
employe, went to the deceased’s 
apartm ent and failed to get a re­ 
sponse to their repeated knocking 
on the door. The outside screen 
door was locked. This was removed 
and the three men entered Mr. 
Miller’s apartm ent with a pass key. 
(Flea*** Turn to Page 2) 


Late Delivery 
Of Times Caused 
By Press Trouble 


Mechanical difficulties with the 
large newspaper press during the 
past tliree weeks have caused sev­ 
eral lengthy delays In the deliv­ 
ery of The Gettysburg Times. Ex­ 
pert mechanics have been striv­ 
ing to overcome the difficulty with 
not too much success. 
On 
.several 
occasions 
news­ 
papers for mail delivery were 
missed and carriers in Gettysburg 
and in county communities re­ 
ceived their papers late which ac­ 
counted for the tardy deliveries. 
Every effort is being made to cor­ 
rect the difficulty. 


Urges More Interest 
In Delone Activities 


Increased interest by Catholics in 
Delone high school was urged bv the 
Rev. Fr. William Lyons, its princi­ 
pal, at a meeting of the executive 
committee of the Conewago deanery 
of the NCCW, with youth chairm en 
and presidents of the various parish 
councils held Thursday evening at 
the home of Mrs. Georg" Miller. 
Carlisle street. 
Delone, built to accommodate 400 
students, is now crowded with more 
than 500. Father Lyons said. He 
said that both he and the teachers 
there would 
appreciate increased 
interest on the |>art of the Catholics 
of the nine parishes which send stu­ 
dents to the school in the opera­ 
tion of the school. "I doubt if 50 
percent of the parents of the young- 
j st ens have ever visited the school," 
he said. 
“The school should be a center of 
adult as well as student activities,” 
the .school principal added. He urged 
the NCCW parish councils to pro­ 
mote increased interest on tile part 
of parents and "all parishioners" in 
the school and its activities. Plans 
I were outlined at the meeting to hold 
an open house at Delone under 
NCCW sponsorship after the holi­ 
days. 


SF.. EXTENSION 


CLUB PLANNING 


TRIP. PARTIES 


Flan,, for a number of activities 
were outlined Thurtday evening at 
a meeting of the Adams County 
3en.or Extension d u b at Biglerville 
high school. 
A committee comprising Eleanor 
Span der. 
Lots 
Mus&elman 
and 
George Stock was appointed to make 
a.’rangem ents 
for a 
trip to the 
Pocono* . The group voted to help 
supers*se ^ u a re dances at the East 
Berlin high school and a proposed 
square dance to be sponsored by the 
Gettysburg Recreation association, 
rian Tw o Part ic. 
P.cns were made for a (toiler skat­ 
ing party at the Little*town rink, 
if ontinurri on P a ir 2i 


ELKS TO KOLO 


ANNUAL RITES 


SUNDAY NIGHT 


Nine members of the Gettysburg 
kxltre of Elks who died during 1951 
will be eulogized ut the group's a n ­ 
nual memoiial service to be held 
Sunday evening at 8:45 o'clock at 
toe lodge home. York street. 
The public is invited to anend ’he 
service at which the Hon. W 
C 
Sheely. president Judge of the fiftv- 
flrst judicial district of Pennsyl­ 
vania, and a member of the local 
lodge, will deliver the memorial ora­ 
tion 
Special music will be rendered by 
the Hanover Elks chorus under the 
direction of Henrv Bollinger. Anion 
the numbers to be sung by the cho*a! 
group are “In the G arden." "Tile 
Lord’s Prayer,” and the “Twenty- 
third Psalm." F ad B. Birtitiger will 
sing as a solo, "There Is No Death " 
Tile members who died during the 
past year include E. L. Golden Paul 
H. Dud ash. Edward W W right. Paul 
G. Trust Ie. D C. Stallsniith. Harry 
W Deardorff. Ja n u s L. Johnson, Ira 
D Plank and H Haro’d Miller. 
Lodge 
officers 
will 
direct 
the 
memorial service with Elmer W. 
W arren, 
exalted 
ruler, 
presiding. 
Others who will take part in the 
service are Jam es S. Shenk, esteemed 
leading knight; Jam es R. Rtegle, 
esteemed loyal knight; W arren T. 
D u n n , 
Sr., 
esteemed 
lecturing 
knight; George F, Burg tier, secre­ 
tary. and C. 
David 
McCullough, 
chaplain. 
Mr. Riegle is chairm an of the 
committee 
arranging 
the 
service. 
Fred B. Bryson. Hubert A. Gallagher, 
Jam es L. Hater. Joseph S. Hciney 
and Paul R. Knox are other mem­ 
bers of the committee. 


/a n k e e Jet Pilots Register 
Big Air Victory; Destroy IO 


Red Planes; Americans Stand 
On Rigid Cease-Fire Demands 


Littlcstoiui 


FOUR DIVISIONS 
IN PARADE FOR 
ROAD OPENING 


Limit Parking 
Saturday For 
Fr. Stock Rites 


The 
Catholic church, a 
large 
number of its clergy and laymen. 
will 
pay 
Anal respects 
to 
the 
memory of the late Rev Fr Mark 
E Stork at a pontifical high mas., 
at IO;30 o'clock Saturday morning 
Bishop George L. Leech will uffi- 
new highway through Littlestown on W te 
North and South Queen’ street*, 
will Burgess William G. Weaver 
today 
form 
in four divisions, a state po- 
announced thai parking on West 
lice escort will lead Use first division, HlKh 
fttm t( 
Baltimore 


FRUIT GROWERS 
TO PU BLICIZE 


THEIR PRODUCT 


Saturday afternoon’s 
parade, a 
nart of the ceremonies opening the 


followed bv the Hanover American 


Adam- county’* f r u i t growers 
voted Thursday night to make G et­ 
tysburg a showcase for tho county's 
Smit industry. 
The vote cam* 
after Assembly­ 
man H Earl Ptt/er told the county 
ir’i ” growers atar>ctat on, m eetUv* 
at Biglerville th a t "700,000 tourist* 
per you 
veil Gettysburg and I 
doubt if 1,000 of th Mm ever And ou’ 


M inion, Korea, Nov. 2a GFWAl­ 
lied truce negotlat irs today flatly 
refused even to discuss the with­ 
drawal of troops from Korea until 
an armistice is signed. 
They also mad.* it clear the U.N 
command will not modify us de­ 
mand for iii Joint ms jm it ion teams 
behind the tau ti* lines and 12 * att 
ironclad ban on strengthening front 
line troops 
“V*r are going to insist upon 
thter prim i;»!es," Vice Yelm. C. 
Turner Joy, chi**f I’.N, negotia­ 
tor, told the Beds. "YYe are not 
going 
to agree 
lo immediate 
withdrawal of I’.N. command 
for. es from Korea. I* that clear'* 
The 
sooner 
it 
hi 
clear, 
the 
sooner we will bepill to make 
profitable use of the time of 
this conference ’* 
Bed, Di-tort Request 
Reply mg to Joy’s 30-minute open­ 
ing statem ent at Patmiunjom. North 
Hots un I t 
Gen. Nam ll repeatly 
called 
the 
Allied 
proposals “un­ 
reasonable and Unpractical." 
tin 
i in t inspection teams 
would be “brazen interference with 
,n 
internal aha irs of the other 
> dr* ” 
Joy replied sharply: 
"O lh ttie side objecting to such 
Joint 
observation 
can 
have 
any 
a1 trior inotlve.” 
Nam ll rharged the Allies “no 
buildup" proposal was an attem pt to 
prevent 
the economic 
rehabilita­ 
tion of Korea. 
Make No Progress 
Red negotiators fought to block 
Allied efforts to limit the strength of 
both armies. 
An official U N spokesman, Brig. 
Gen William P Nuckols. said there 
wits no mention at Friday’s session 
>1 th** cornua’•a live on*mt which has 
settled over the battlefield 
’I he U N. command communique 
described the session in term s fie- 
oucntly used during the long dead­ 
lock over fixing the ceaae-flre lUie: 
‘No pi ogress " 
Negotiators meet again at Pan- 
murtjc rn Saturday at ll a rn <9 pin. 
EST Pi .day' 


South W ashington street, will 
be 
they .,rr jn one 
of the fine* 
Legion Drum and Bugle corps; 
the restricted 
Saturday 
morning to fruif growing sec! 
to a i in the coun 
parade queen. Betty Yealy, and 
aer clergymen participating in the serv- 
attencUinu: C. A. Buckius, assistant 
jCtx 
chief engineer of the state d epart­ 
m ent of highways; State Senator 
Donald P 
M cPherson; 
Assembly­ 
m an H. 
Earl 
Pitier: 
Republican 
County C hairm an John H Basehore 
and County Highway Superintend­ 
ent J. William K erdlehart. 
Tile second division will be head­ 
ed by Chief of Police Albert H. Mil­ 
ler, Jr.. and will include the Scot­ 
land School band, followed by a n ­ 
tique cars, ranging from 1908 to 
(Continued on Page 3» 


try 
John 
Peters, 
vice 
precedent of 
This afternoon at 3 30 o'clock a Kndusc foods and head of the Co­ 
nium ber 
of 
Harrisburg 
diocee* 
operative Frill* Growers of Adams 
priests recited the Divine Office in comity, mid the group. "Every other 
St Francis Xavier’s church. Satur- , section of the LLS which specialties 
day morning at 8 o'clock school m any crop tells the people about It. 
children will attend a mass for Adams county is the largest pro* 
Fat lier Stock. 
, 
ducer of apples in Pennsylvania and 
From the conclusion of this after- «»ne of the ten largest hop'** nro- 
nooti's 
services, 
until 
Saturday Cueing counties 'n the U nfed States 
m orning's 
mass 
Father 
stock’s but nobody could find it out by 
body will lie in state. Men of the traveling through the county. No- 
rhurch will act as a guard of honor body can tell the story but our- 


Rev. R. W. Knechel To 
Preach At AME Zion 


The Rev. Robert W. Knechel, pas­ 
tor of tile local Church of the Breth­ 
ren. will have charge of the service 
Sunday evening at 7:30 o’clock at 
st. Faul's AME Zion church, South 
W ashington .street 
Music for tile 
.service will be furnished by the 


during the night and morning 
The rosary will be said at 
8 
o'clock this evening ut the chinch 
Both the 7 o’clock and 8 o'ckx k 
masses Saturday, as well as the 
funeral mass will be for Father 
Stock's intention. 


GIRLS PRESENT SKITS 


Two skits, w ritten by Gettysburg 
high school seniors, were presented 
by the FUA girls of tile high school 


NOVEMBER WAS 


COLD AND WET 


Gettysburg got more than double 
its normal amount of rainfall but 
1951 continue* to be roughly an inch 
short 
on 
rainfall, 
local records 
mow. 
November began with a Ave-Inch 
shortage and piled up a total of 6 31 
inches 
cf rain 
to make it the 
wettest m onth since last June. Nor­ 
mal November rainfall is 2 84 inches 
willing to tell the people what we 
,nont^ ending today has re- 
have here 
ceived an excess of 3 47 inches. 
Apple* for tourist* 
The total rainfall here so far tills 
County 
Agent 
M T Hartm an 
year w 37 12 inches. Normal Is 37 97 
added "At the apple 
show held by <nche». 
the Gettysburg Rational bank 20 
This m onth hrs not only been the 
bushels of apples were given away wettest November in a number of 
mid the sale of apples in the stores years but It was much cooler than 


selves, and so far we haven t been 


Seoul, Korea, Nov. 39 <tV—In the 
greatest air victory of the Korean 
war American jet pilots today re­ 
ported they shot dawn ten Commu­ 
nist 
planes, 
dan aget 
four 
and 
probably destroyed another 
Nine of tile destroyed planes a err 
bombers, the first to venture en 
masse across the Y.ffu river into 
MIG A lies 
The Tilth Air For?* said no Allied 
planes were lost. 
T h irty-one American Sabre lets 
flounced an the flight of 30 Red 
bombers and 
their escort of 
16 
MIG* 15 jets The Sabres streaked 
through 
the 
lumbering 
bombers. 
swooped up and cut the escorting 
flight of Rett 
lets in half, then 
raced down onto the bombers 
Ail Lamm** Are Red 
The Sabres did it all in one long 
deudlv curve that sent nine bomber:* 
ard one MIG tun Ming down toward 
(he mouth of the Yalu river. 
Hirer oilier bombers were report­ 
ed damaged. All were R ussian-type 
I win-eng*ne 
TU-2 
bombers 
and 
single-engine LA-9 fighter bombers. 
The Red formation had Just crossed 
the 
Yalu 
river 
boundary 
from 
Id*nehurte, apparently on a train ­ 
ing fLght. 
The half-hour 
battle 
was 
tile 
fourth air tight of the day and 
the biggest of any type—Jet or pro- 
pe'lei planer—fought in the Korean 
war The earlier flights accounted 
for Ila? probable and the fourth 
damaged Red. 
Tile 
four-day 
air 
battle 
total 
mounted to 18 Red Jet planes re­ 
ported des*ro\ed. one probably de­ 
stroyed and 13 damaged, against one 
U. 8. plane shot down and three 
damaged (correctI. 
Earlier Urn fifth Air Force had 
st lulled films of Wednefday’s fight 
ar J found one more MIG-15 was 
shot uown than American pilots had 
reported. 
Mg hi Truck Convoy 
FndaCs great battle climaxed a 
week of Increasing Ned Jet flights 
Into North Korea ar.d en astound­ 
ing jump Into Communist highway 
traffic to the front Unas 
Long convoy* of Red trucks were 
spotted last night racing toward the 
quiet forward limxs with their lights 
blazing. 
F la re -dropping 
Allied 
planes 
counted 
s t 
least 
93100 of them. 
Far East Air Forces • FKAF> re­ 
ported Friday. The figure is nearly 
double the previous high of 5,150. 
and a Fifth Air Force re-count in ­ 
dicated it may be uicomplete. 
No one guessed at how many more 
Red trucks might have passed on 
Hie road* without being spotted. Two 
thousan J trucks are spotted on an 
average heavy night, 
i 
The Reds' phenomenal rush to 
build up supplies and presumably 
troops came as the ground fronts 
went through their third day of 
"twilight war" and Red truce ne­ 
gotiators again br 'iced at guarantee­ 
ing against an Increase In their 
forces during an anuistlce 


around 
Gettysburg 
immediately 
went up And that w u» purely local. 
It should work 'is well if we give 
to these thousands of tour- 
senior choir or st. Paul'*. Holy Com- jlninkJay from 'l2:S0 lo 12.45 p.m. 
' 
mullion will tx* distributed. 
over W GET The first skit “FUrni- 1 *s U h , ‘ 
brough 
At the services Sunday morning 
.W aK T ™ 
Assemblyman Pitzer prom 


most Novembers here The average 
daily tem perature was 39 ll degrees 
as compared with a normal average 
tem perature of# 42 6 degrees 
Average Below Greeting 
Tile mercury reached the 70-de- 


Hcly Communion distributed 


WILL MAN STATION 
Tile Biglerville airplane spotter 
station will be manned Saturday 
from 8 a rn. to 5 p.m. it was an* 


RALLY ON SATURDAY 


A film. 
Forgotten- Valley," will 
be shown at the Adams County here." 
Youth for Christ Rally Saturday 
Nelson 


agetnent wili ng, In the Hotel Get 
tysburg where visitors could help 
themselves to an apple "and lentil 
what excellent apples we produce 


Bounced today by Blaine Q. Walter evening at 8 o’clock at the Memorial 
who is in charge of the station 
ECB church. 


Weber and others sug­ 
gested tfiat copies also be placed in 
the information booth on Lincoln 


degrees with 16 above zero being 
the low reading so far this season. 
T hat mark has bt*ar reached twice 
till* month. 
Measurable amounts of rain fell 
on ll days this month. There was 
frequent frosts, several fogs and the 
first sleet of the season. A trace of 


ConvictecM runk Murderess 
Makes 4th Escape Thursday 


Phoenix, Ari/., Nov. 30 
IN — tient til the hospital. Earlier M’s. 


Square, ti th** R« ail Mel chants iU‘* jsnow was recorded here Saturday 
willing, to be given to tourists who 
come there for information, and 
the maps of the I run belt be there 
to show tourists who may wish to 
tour th at section. 
To Name Committee 
President Oliver J. Heacock said 


morning, November 3, when several 
inches fell in some mountainous 
sections of .the county. 


HOSPITAL REPORT 


Admissions: Mrs. John B Wetzel, 
Emmitsburg R. I;* Harry Brown, 
Fairfield; Rosemary Sanders. Em ­ 
m itsburg; Mrs. Guy Beamer, Big­ 
lerville R. I, and George Bowers, 
Littlestown. 
Discharges: Mrs. Elmer Wherlev, 
Littlestown; 
Mrs. 
Robert 
Duvall 
and infant daughter. W estm inster; 
Mrs. Robert Weikert, 114 West Mid­ 
dle 
street; 
Edward 
Schrat wiener. 
Gettysburg R. 2 ; Mrs. Rosie St i i ne, 
New Windsor; Mrs. Charles Brent 
and infant son, Gettysburg R. 3; 
Mrs. 
Lloyd 
Reaver 
and 
infant 
daughter. 
40-1 
South 
W ashington 
street. 


W 
e a t h e r P o r o c a x t 
Extended fo m ,a‘>t for the period 
Crafty W innie Ruth Judd, notorious Judd had attended a western movie 
would 
name a committee* of 
trunk murderess of 20 years ago, shown for the inmates 
growers to meet with Gettysburg Saturday, Dec. I, through Wed lies- 
broke out of the state hospital for 
A ttendants said Mrs. Judd had iesjdents to work out plans for ad- 
® 
(Please Turn to Page 5t 
the insane kist night for the fourth been upset for the lust week atte: 
time, and today eluded searchers. 
another patient told her she would 
. be taken away from ItTr mother and 
put in a criminal ward. 
She pried through a screen win 
dew. slipped down a ladder fu.h 
ioned from rags, yarn aud an elec- 
Efforts to convince her there was | 


trio iron cord, and vanished into .he »<>"»•« '« ,h *- 
ants said. 
chilly night. 
/ 
Escape of the greying red-haired 
killer set off a great search throu ,h 
the city. Bloodhounds failed to pick 
up her trail 


Mrs. Judd said she would com­ 
mit suicide lf they tried to take her 
away from her m other,’’ an attend­ 
ant said. 


Eastern Pennsylvania, eastern New 
York and mid Atlantic states: Fair 
and 
mild 
weather 
will 
continue 
through Tuesday. Rain likely and 
turning cool Wednesday. Tem pera­ 
tures will average six to ten degrees 
above normal. 
W estern 
Pennsylvania, 
western 
New York. Ohio and West Virginia. 
ThrOU'.h the Camp and Hospital Fair and mild weather until Tuea- 
Council the Adams county chapter day or Wednesday, when rain and 


SEEK GIFTS FOR 


SOLDIERS AT GAP 


llano Concert By 
Miss Luebbe Sunday 


Miss Ruth V. Luebbe, member of 
the music departm ent of Gettysburg 
college, will present a piano concert 
Sunday evening at 8 30 o’clock in 
the lobby of the music building of 
the college. Her program will mark 
the resumption of the regular Sun­ 
day Evening 
Musicale 
program*. 
This musicale will be the only one 
held prior to the Christmas holi­ 
days. 
During the intermission, Dr. F ran ­ 
cis C Mason will read from con­ 
temporary poets. Tile program will 
Include ’’Allegro, from Sonata, Opus 
31. No. 2" of Beethoven and Schu­ 
mann's "Intermezzo" prior to the 
first intermission. Three numbers 
by Chopin. "Nocturne in E Minor, 
Opus 72. No. i," "Etude in E Major. 
Opus IO. No. 3" and "Valse in C 
Sharp Minor” will precede the sec­ 
ond intermission. 
The concluding portion of the con­ 
cert will include “Etincelles,’’ by 
Moszkowski; “Cracevienne Fantas- 
tique," by Paderewski and "R hap­ 
sody in C Major," by Dohnanyi. 


Stnoi-d; Tho bi*; bull. in \ ictiiii? of 
OrrUniu-fsirfcilJ. Howard Weikert. 


SHOPPING 


Local Weather 


Yesterday's high 
Last night’s low 
Today at 8‘30 a.m. 
Today at 1:30 pan. 


... 25 
31 
54 


BIRTH ANNOUNCEMENTS 


Mr. and Mrs. John B. Wetzel. Em ­ 
mitsburg R. I, announce the birth 
of a daughter at noon today at the 
W arner hospital. 
A* daughter was born at tlv> W ar­ 
ner hospital Thursday to Mr. and 
Mis. Guy Beamer, Biglerville it. I 


I never dream ed she would leave of the Red Cross Is again being cooler is likely. Tem peratures will 
j 
In 1931, 
Mrs. Judd shot two girl grandm a 
<a.s 
Mrs. McKinnell 
is 
asked to channel the support of the average six to ten 
degrees above 
friends to 
death and shipped their known)." she added 
community tor the benefit of the normal 
dismembered bodies to Los Angeles 
Winnie Rutin the “tiger woman" 
14,000 servicemen stationed at In ­ 
in a trunk and a suitcase. She was of 20 years ago, had lived in quiet 
diantown Gap A 
pen d appert I 
CONDITION is IMPROVING 
convicted of murder and was sen- ^elusion since her last break from being made now to bring Christmas 
Surgeons at the Johns Hopkins 
fenced to hang. At almost the last 
hospital in 1947. 
cheer to the e who must rem ain on University hospital, Baltimore, to- 
moment she was found insane and 
She had spent her time, as she had duty at that time and to any that I day reported that Mrs. Glenn L. 
I was committed to the asylum here. 
in tjje periods between her escapes, may have to spend Christm as rn the Bream, West Broadway, who under- 
Now 48. 
Mrs. Judd has been in dressing the hair of fellow patients 400-bed hospital 
went major surgery 
Monday, con­ 
ule hospital for 18 years. 
and earing for lier aged m other 
Members of the Junior Red Cross tirues to show’ improvement. Hti 
Just before her escape about 10:30 
Mrs. Judd was convicted in 1932 are making Christmas fab'* a r I tray condition is reported us being fine 
pan. she had been visiting in th'3 in the slaying of her room rude 
favors, < ontr int ire Christmas tree it is expe-te 
t oat Mrs. Cream will 
I room of her 84-year-o’d mother, Agnes 
Anne 
!x*Roi 
and 
Hedvig u.dL attn re"* e* fHme-eroef crepe rem "ii at the hospital at least un- 
Mrs. Carrie B. McKinnell, also a pa- , Samuelson* on CXI. 16, 1931. 
d ’lensifTurn to Page 2) 
uliur ten days. 
■T'jci 
C/i& dtoSs 
, 
r . 
— 
m 
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Social Happenings 
Upper Communities 
Spends $1,000 
On Dog’s Burial 
Telephone Mrs. Walton, Biglerville No. 8 
Mrs. 
Harold 
Martens*. 
Racine, ■ 
; £ K :' ~ 
Wisconsin, and Tom Rnffensperger, 
Achison, Kansas, 
have been with ! I B r t D j l jj JI IJ l l 
relatives 
in 
the 
community this > IN IJ n g y l M |w l l . 
week hnv’ng been caile<l home by 
the death of their mother, Mrs. Roy | 
R I P A 
O I I H I 
Raffensperger. 
; 111 H X XIIESI 


Denver. Nov. 30 (>Fv—Pal, n 15. 
year-old dog of indefinite breed, 
went to the grave yesterday with 
a funeral his master estimated 
cost $1,000 
Fred Schmitt rated Pal above 
all other pets on lits 40-acre farm 
north of Denver. And there are 
a lot of pets—50 dogs, 75 cats, 
four horses and many pigeons. 
Mourners, friends of Schmitt 
and hLs wife and Pal, flied by a 
mahogany casket to look at Pal 
for the last time. Some petted 
him. A minister spoke. The casket., 
made by Schmitt, was banked in 
flowers. 
"That dog was my whole life," 
Schmitt said. 
Schmitt won Pal IO years ago 
in a costly legal battle with a 
man accused of maltreating tile 
dog. 
“I’ve spent $200,000 in the last 
35 years on my pets.” Sclunitt 
said. "I don t regret a cent of it.” 


SEE OUR WIDE SELECTION OF 


w a tch es 
P J K S E S l p l l 
DIAMONDS 
j c t ; T . f S I L V E R W A R E 
msL£iMSBSkT 
CRYSTAL 
III Iii 
nil MMI 
JEWELRY 


Select With Confidence • Gift* That Will Please 


Mrs Roy W. Clifford. Oak Ridge. 
left today for New York City where 
she will spend tile week-end. 
Mrs. Oscar C. Rice was hostess to 
the members of the L L L . club 
Wednesday afternoon at her home 
in Biglerville. The next meeting of 
the club will be held in two weeks 
with Mrs. Revere Thomas 


A cabinet meeting of lh? Bre* 
club will be held Monday evening 


a 1 tile YWCA. Lincoln Square, at 
7 
o’clock, 
during 
which definite 
plans will be formulated concerning 
the Beep Christmas party. 
25-27 Chambersburg Street 


Jewelry Since 1887 


Mrs. Herman Warner and Miss 
Edna Walter, Biglerville, visited in 
Hanover Thursday., 
Complete Line of 


TAYLOR 


THERMOMETERS 
A spe'ial vesper service will be 
held 
at 
Bethlehem 
Lutheran 
church. Bendersville, Sunday eve­ 
ning at 7:30 o'clock. The program, 
which is being sponsored by the 
Willing Workers class of tile Sun­ 
day school, will consist of a candle 
talk presented by Miss Luise Heck­ 
man, Carlisle. 


Engagement 
Indoor • Outdoor 
Cooking and Baking 


CEO. M. ZESTING 


Hardware on the Square 


GETTYSBURG • LITTLESTOWN • TANEYTOWN, MD. 


LITTLE CHIEF PONTIAC 
■ 
George S Varna*. Camp De trick. 
Md., will arrive tonight to spend the 
week-end at the home of his par­ 
ents. Mr and Mrs. Stephen Svamas 
Buford avenue. 
Mrs. Naomi Shriller, Shippens­ 
burg. it spending a week with Rev. 
and Mrs. Harold V. March, West 
High street. Mrs. Shriner Is Mrs. 
March’s mother. 


The Wednesday Afternoon Bride*- 
l”b will meet at the home of Mrs 
’Vllliam 
G. 
Weaver, 
Baltimore 
street, Wednesday afternoon at 1:30 
o'clock for luncheon. 


Richard M. Mum ma. son of Mrs. 
John A. Needy, Trenton, N J , re­ 
cently visited his uncle and aunt. 
Mr. and Mrs. Harvey B. Raffeas­ 
perger, Arendtsville, before report­ 
ing at Ft George Meade for service 
with the army. 
Don’t Freeze... ANTI-FREEZE 
Prepare Your Car's Cooling System Now! 


H. & E MACHINE SHOP 
"You Can't Co Wrong 
M f 
Going To Tho Right Doalor" 
PONTIAC SALES AND SERVICE 


Glenn Dewitt Justin, son of Mrs. 
Hazel Bream Justin, Chambersburg 
-*reet. recently returned to Rumsey 
Hall. Washington, Conn., w'here he 
is a student. He had been here for 
the recent holidays. He was accom­ 
panied to Connecticut by his mother, 
1 1 so Mrs. Minnie E Bream, Cham­ 
bersburg street, his grandmother; 
Mr4'. Charles B. Dougherty, Carlisle 
street, and Mrs Robert E Fox, York 
street 


The 
covered 
dish 
supper 
of 
the Pathfinder class of St. Paul’s 
Lutheran Sunday school. Biglerville, 
which will be held Tuesday evening 
at the parsonage has been post­ 
poned from 6:3C o'clock to 7:45 
o'clock because of a conflict in the 
time for meetings scheduled at the 
parsonage 
that evening. 
An 
ex­ 
change of 50-cent gifts will be held. 
Hit-And-Run Driver 
Sought By Police 


FURNITURE FOR LITTLE TOTS 


• Doll Carriages 
• Table cmd 
Chair Sets 
• Hassocks 
• Slates 
• Musical Rockers 


Tse Our Convenient Lay-Aw ay 


9 
Plan 


(Continued from Page I) 
They found the deceased, in his 
pajamas, in bed. -They summoned 
Dr. Crist and notified gas com­ 
pany 
officials. 
James 
Sneeringer 
responded for the company. Mr. 
Miller’s radio had been turned off. 
Bora In Canada 
Mr. Miller was born in Canada. 
His wife, the former Agues Anna 
Aitken, 
preceded 
him 
in 
death 
June IO, 1941. He is survived by a 
daughter, Mrs. Brady S. Armor, of 
Fairfield, Conn., and two grand­ 
children. He was a member of the 
Prince of Peace Episcopal church 
and the local lodge of Elks. He 
was algo a director of the Warner 
hospital for many years. 
Funeral services Saturday after­ 
noon at 3:30 o’clock from Bender’s 
funeral home, with Rev. Willis R. 
Doyle, his pastor, officiating. Burial 
will be* in the Evergreen cemetery. 
Friends may call at the Bender 
funeral home after 7 o'clock tonight. 
Elks are requested to meet at the 
lodge home tonight at 7 o’clock to 
visit the funeral home in a body. 


RAYMOND 
HOME FURNISHINGS 


(Continued Dom Page I) 
paper for decoration of mess halls 
and recreation rooms. Til rough the 
cooperation of the home economics 
departments of various high schools, 
the Juniors will make 50 dozen cook­ 
ies for the Christmas parties for 
the servicemen. 
Interested groups and individuals 
are being asked to supply IOO dozen 
cookies, in addition to those being 
made by the Juniors, and to provide 
25 wrapped Christmas gifts for hos­ 
pitalized servicemen. These wrapped 
gifts consist of one deck of playing 
cards and two packages of cigarettes. 
Anyone willing to participate in this 
service Is urged to phone the Red 
Cross office, Gettysburg 132. 
Metal boxes for packing the cook­ 
ies will be supplied by the Red Cross. 
The cookies will be called for in time 
for delivery to Indiantown Gap on 
Friday, December 21. Gifts, favors 
and decorations will be delivered on 
that date also. 


Papers In Three 
Estates Are Filed 
Lincoln Square 


Sausage Stuffers 
Scrapers 
Wright’s Liquid Smoke 


Sausage Grinders 
Butcher Knives 
Morton’s Sugar-Cure 


PHONE 676 
BALTIMORE STREET 


Daniel Greenawalt To 
Head Retail Dealers 
LARD GAMS 
County Churches 


Methodist 
Sunday school at 9:30 a.m.; war­ 
ship with sermon by the Rev. Harold 
A. Dunkelberger, of the Gettysburg 
college faculty, at 10:45 a.m. 
Christ Lutheran, Aspers 
Sunday school at 9 a.m.; worship 
with sermon at IO a.m. 


Daniel Greenawalt. Lincoln Logs 
hotel, was elected president of the 
Adams County Retail Beverage as­ 
sociation, at the final meeting of the 
year held Thursday night at Ute 
Lee-Meade inn. He will succeed 
Burnell Buohl. 
, 
Warren Dannelley, Indian Trail 
mn, 
was 
elected vice 
president; 
Ross Humor, Oxford hotel, New Ox­ 
ford, treasurer, and Maxine Stewart 
Adams House, secretary. The next 
meeting will be held January 3 at 
the Lincoln Logs hotel. 


Butchering Supplies — All Kinds 
Meat Grinders — Scrapers — Butcher Knives 
MORTON’S SUGAR CURE 
Condensed Smoke — Pine Tar — Stone Crocks 
REDDING’S SUPPLY STORE 
22 Baltimore Street 
Phone 788 
We Deliver 


Philadelphia, Nov. 30 <A*) — Mrs. 
Jane Ewing Heinz, wife of Henry J. 
Heinz, II, son of the founder of the 
world-famous 
food 
packing 
firm, 
filed suit for divorce today. The suit 
was filed in Common Pleas court 
No. 2 bv Attorney Frank F. Trus- 
cott. counsel for Mrs. Heinz. Trus- 
cott, who also is Philadelphia city 
solicitor, could not be reached im­ 
mediately for further information 
on the suit. 


Washington, Nov, 30 </P>—-House 
tax investigators unexpectedly re­ 
cessed their hearings today until 
Monday to allow more time to ex­ 
amine Justice Department files— 
including any that may throw light 
on rumors of an attempted “fix” in 
a New York tax fraud base. 


Lancaster. Pa., Nov. 30 </P>—Cattle 
503, narrow demand for fat steers, 
prices held steady. Calves 7, good to 
choice $39.00-40. Hogs 159. bulk of 
sales $20. Sheep 44, lambs are scarce 
anc! steady. 
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BULLETS LACE 
URSINUS 91-64 
FOR FIRST WIN 


Gettysburg college got off to a 
flying start in Ila basketball cam- 
paign by easily defeating Uranus 
91-64 in the opening game of the 
double-header played at York Junior 
college Thursday evening as part 
of the All Sports Night sponsored 
by the Mu EU Kappa fraternity 
for the benefit of the York County 
Heart Fund. More than 2,000 a t­ 
tended. 
In the nightcap Delaware over­ 
came a 38-33 deficit at half tune 
to trounce Franklin and Marshall 
81-60. 
During the half time TTT the sec­ 
ond game Coach Henry Bream of 
the Bullets was presented a travel­ 
ing bag by "Reds” Hamer on be­ 
half of the York county alumni of 
Gettysburg college. 
With Tom Ketterman, who was 
playing before a home town crowd, 
scoring nine points, the Bullets 
hopped to s 23-14 first quarter lead 
and kept adding to their advantage 
for the remainder of the evening. 
The Bears crept within 14 points, 
87-33, In the first minute of the final 
period but that was as close as they 
could get. 
Bob Plsolato opened the scoring 
aith s foul, bul Bob 8wett, six-foot 
fight-inch center, put Ursinus ahead 
with an under basket shot, 2-1. 
Ketterman sank one of two fouls, 
W ilson s lay-up, Plsolato a stab 
and Ketterman a set shot to give 
Coach Bream's cagers an 8-3 lead. 
Midway in the 
initial quarter 
Ursinus drew within one point, 14-13, 
but Ketterman, Plsolato and Watson 
found the range to draw away. Us­ 
ing a fast break which the Bears 
couldn't break up, the Bullets raced 
to a 47-25 half time lead 
Play was sloppy in the second 
half with Gettysburg maintaining 
a 25-point lead until near the close 
of the third quarter when Ursinus 
came up to 65-47, In the fins! period 
the Bullets resumed their fast break 
and scored easily to win. 
Gettysburg gave every indication 
of developing into one of the finest 
Bream-coached 
teams 
of 
recent 
rears. All the veterans appeared to 
be picking up where they left oft a 
year ago 
Among the newcomers. 
Sophomores Joe Lang and John 
Habeeb, and Freshman Lea Sock­ 
man. Coatesville, 
will add more 
punch to the attack 
G ettw M n 
g. 
f. 
a 
Paola to. f 
6 
6-7 
18 
Clark, f 
I 
O-l 
2 
Keller, f 
2 
0-0 
4 
Hare, f 
. ........ 3 
5-6 ll 
Kletnfelter, f 
4 
0-0 
8 
Ketterman. c 
4 
2-5 IO 
Coder, e 
... 
I 
3-4 
41 
Beltman, c 
........... 
3 
0 - 1 8 
Watson, g 
2 
2-4 
8 
Habeeb, g 
5 
0-2 IO 
Resaaovich, g 
- 2 
0-2 
4 
Lange, g 
3 
1 - 1 7 


Young And Durando 
Meet Again Tonight, 'ARMY TO BANK 
H 
H 
M 
I N 
ENTHUSIASM 
AGAINST NAVY 


New York, Nev. 30 (AV-Paddy I 
Young and Ernie Durando, two 
rock-throwing 
middleweights, 
re­ 
sume their rivalry with a 10-round 
"rubber" match tonight at Madison j 
Square Garden. Tile winner gets a 
January 25 non-title match with 
Champion Sugar Ray Robinson. 
I 
Philadelphia, Nev. 30 'ZP; — Army 
and Navy — two football teams 
A better-conditioned Young, at hungry for victory—meet in Munici- 
least three pounds lighter than the pal stadium tomorrow in the service 
159’a he carried into his November classic of the year. 
2 low to Durando, Is expected to j 
r h , WMt pointers, who have a 
beat the 25-year-old Bayonne, N. J., record of two wins in eight starts, 
slugger. It will be covered by net- j arr a ^ 
lot, only two players re­ 
work radio (ABC) and television mMd 0( the approximately 30 who 
(KBC) at I OOO p.m. (BBT). 
I MW action against Navy last year— 
Young whipped Durando easily j the result of expulsions on charges 
September 15, 1950 It was a dif- of cribbing. 


56 Seek Berths On 
Junior High Team 


A squad of 56 boys reported to 
Coach Rogers Herr Wednesday for 
the initial Gettysburg junior high 
school basketball practice. 
Coach Herr said he expects to 
make his first cut late next week. 
He plans to carry 12 on the varsity 
squad and 15 on the junior varsity 
outfit. 
The locals will play their first 
game on Friday, January 4, at Ship­ 
pensburg. 


ferent story when they met again at 
St. 
Nicholas 
Arena 
earlier 
this 
Navy, in turn, has only a triumph 
over Columbia and a 7-7 tie with 
month. Durando countered a smash- 
^ *how on the credit side In 
tag right to Young’s head for a sur- tta eight-game schedule 
prising nine-count knockdown in 
coach Earl (Red) Biaik believes 
the first round. 
^ia Black Knights of the Hudson 
Although Paddy got up and came 
have one possible hope—they 
are 
back strong, Durando's superior con- ; fired with enthusiasm, 
dltion earned him the edge over the 
Navy, upaet victor over Army last 
25-year-oldster from New York's year, Is ta the unfamilisr role of 
Greenwich Village. 
LAST 2 MAJOR 
BOWL ELEVENS 
TO BE BECIBED 


, the favored In the series starting ta 
1890, Army has won 27. Navy 20 and 
four games have ended ta ties. 
Stage Huge Rally 
More midshipmen than ever be­ 
fore turned oat last night at An­ 
napolis to exhort their 
football 
squad to victory. The largest brigade 
since the naval academy was found­ 
ed back In 1845 — nearly 3 JOO — 
cheered 
as coaches and players 
joined academy braid in solemn 
pledges of conduct becoming any 
midshipmen at war with a cadet. 
The entire brigade saw the team 
off today. Coach Eddie Erdelatz is 


Bv ED CORRIGAN 
New York. Nev. 3ft 
P — The 
waning 
college 
football 
season 
oomes to the end of the trail tomor­ 
row and when all the returns are ta. I having a workout at Franklin field 
the last two major bowl teams prob- ’ on arrival in Philadelphia, 
ably will be decided. 
Erdelate has modified his defenses 
Kentuckv's opponent in the Cot- ! to cope with what might be ex­ 
ton Bowl will be the winner of the pected from Army's assault troops, 
southwest conference, and Georgia He’s afraid those tactics may range 
Tech s Orange 
Bowl 
competition from a straightforward single-wing 
may come from one of the south- to a perplexing spread, although the 
west conference teams that lose out 1 T-formatWm is basic to Blaik's of* 
Texas Christian can win the Cot- Tense 
ton Bowl bid by beating Southern 
Rrdelat* declines to discus the 
Methodist. If. however. TC.U loses possibility of anything more than 
and Baylor whips Rice, then Baylor 6 * offfrn.se Navy has exhibited to 
finishes at the top If Rice wins date, 
while TC.U. loses, the two anil wind 
Change f or ArTaf 
up in a deadlock for first. 
The cadets will rely on the mill- 
Texas is out of it. having bowed *ary 
principles 
of 
surprise 
and 
to Texas A and M. yesterday. 22-21 • strategy' but discount reports of a 
The Aggies came from behind with sweeping change in tactics. In prac- 
15 points in the third quarter to Tice the cadets have experienced 
beat Texas for the first time in 12 ^ 
s P " a<* formation but if Army 
years. 
' UM5S TI tomorrow, it will do so spar- 


T rad it) atta] Gsinrv 
taglv. 
•m er. arr two other b« tmtUt— 
To k" P the 
alUck cUckln«- 


Totals 
InfaftM 
Knull, 
Jacobson, f 
Reice, f 
M atched, f 
Bwett, c 
Burger, c 
Kiefaber, g 
Faust, g 
Chantier, g 
Eddy, g 
Harris, g 


Totals 
Score by quarters: 
Ursinus ......... 
14 
Gettysburg 
. 
23 
Officials: Sherman 


36 18-33 91 
g 
f. 
P* 
. 8 
4-5 
20 
0 
2-2 
2 
3 
2-5 
8 
I 
0-0 
2 
..... 5 
2-4 
12 


. . 0 
0-0 
0 
4 
1-3 
9 
0 
1-3 
I 


. 0 
0-0 
0 
I 2 
4-7 
8 
I 
0-1 
2 


24 16-30 64 


ta a traditional sence — though ac­ 
tually neither means muck from a 
national 
standpoint. Army meets 
Navy in Philadelphia, and Notre 
Dame travels to Los Angeles to play 
Southern Califorina. 
Time was when a couple of con­ 
tests like this would have definite 
bearing on the final national rank­ 
ings Not this year. though South* ♦ 
ern California is the only one of the 
four with a top loam The Trojans ; 
won six in a row but have lost their 
last two. 
Navy and the Trojans rate la- j 
von tea. The Middies are eight points j 
over the Cadets while Southern Cal 
is regarded as a seven-point choice 
over the Irish. 
Tennessee, the No. I team ta the * 
country in the weekly Associated 


Biaik is largely dependent upon a 
19-year-old plebe who has played 
less than 80 minutes of varsity foot­ 
ball—quarterback 
Freddie 
Neyws 
from Enid. Okla. Meyers hurt hts 
knee early In the season, sat out 
one game entirely, and has had 
trouble with the injury since 
The game win be televised on a 
coast-to-coast hookup. 


I 
Kickoff lime is at I;30 p m. 


RICKEY SEEKS 
CHANGE IN HS 
BASEBALL RULE 


Pittsburgh, Nov. 38 <>P) — Branch 
Rickey, a man with a record for ac­ 
complishment in baseball, is going 
to the minor league annual meeting 
with a determination to get the 
high school rule changed. 
Rickey, engaged In the terrific Job 
of trying to rebuild the Pittsburgh 
Pirates into a pennant wintling ball 
club. rays a manager should be able 
to sign a high school youth to a 
contract 
The present rule forbids a m an­ 
ager from even talking business w ith 
a high school student Rickey says 
the law is being violated -and often. 
Re thinks a proposed amendment 
to the rule that would permit base­ 
ball's front office to have a heart- 
to-heart talk WI lh a high school 
boy. but 
forbids 
a 
contract, is 
equally ridiculous. 
The old Mahatma, who braved the 
criticism of the fans when he signed 
the first negro to play in the major 
leagues, and organ bed the farm 
club system, says: 
Predict# Criticism 
"I'm sticking my neck out. I be­ 
lieve I will be criticized more than 
ever before.’’ 
But criticism never stop# Rickey. 
That's why he ‘is preparing for a 
stiff campaign at the minor league 
meeting In Columbus next week to 
make it legal to sign a high .-school 
boy but not to pay him or play htm. 
Rickey says he's going to work 
just as hard for the change at the 
major league meeting which comes 
a few days later, in New York 
Already he 
has written other 
major and minor league managers 
asking their help in the campaign 
*T need a lot of support ta this 
fight,*’ he says, then adds: 
"I believe the high schools must 
come to a different definition of 
amateurism x x x I believe the par­ 
ents with the cooperation cfi Biiir 
sons should nos be deprived of the 
right to make contracts for future 
service*” 


Sports 
Roundup 


ll 22 17-64 
24 
18 2 6 - 91 
and Carter. 


Sports In Brief1 
Hockey Summaries 


(Br Tlw A M*f la tod Fr«n) 
.Baseball 
Bt, Louis—Marty Marion, former 
St. Louis Cardinal manager, signed 
a three-year contract with the St. 
Louis Browns as player-coach. 
Washington—Pvt. Johnny Anton- 
ell!, the Boston Braves’ 850,000 bonus 
pitcher, may be released shortly from 
the army because of sinus trouble. 
Roanoke, Va.—Walt Millies, for­ 
mer catcher for Washington, Brook­ 
lyn and the Philadelphia Phillies, 
was released as manager of Roanoke 
of the dlsss B Piedmont league. 
Cincinnal!—vGeneral 
M a n a g e r 
Gabe Paul of Cincinnati said there 
is ' every tad teat km” that there will 
be Negroes in the Reds’ farm sys­ 
tem in 1952. 
• Boxing 
New York—Middleweight Cham­ 
pion Ray Robinson was awarded the 
Benny Leonard Good Sportsman­ 
ship trophy in recognition of his 
courage and sincerity of purpose. 
Tennis 
Melbourne, Australia—The United 
States Davis Cup squad advanced 
through the first round of the Vic­ 
torian tennis championships with 
Dick Savitt, Vic Seixas, Ham Rich­ 
ardson, Tony 
Trabert 
and Ted 
Schroeder posting triumphs. 
Football 
New York—Bill Coffman, manag­ 
ing director of the East-West Shrine 
game, announced that Dick Kaz- 
maier, Princeton: Wayne Robinson, 
Minnesota; William Hughes, Mich­ 
igan State; Charles Curtis, D art­ 
mouth, and Karl Kluckhom, Col­ 
gate, had accepted invitations to 
play ta the game . 
Meridian, Miss.—Fred T. Mitchell, 
president of the Southeastern con­ 
ference, termed post-season football 
games “rackets" and said, "my solu­ 
tion is to get rid of them entirely.” 
Racing 
Bowls, Md.—Ringmeup (8100.60) 


By HUGH FULLERTON, JR. 
Now York. Nov. 36 
— Dewitt I 
p ^ ~ p o U .'to e * i V liit Vanderbilt phrtal- * 
»1t»> »" 
mind 
and U a 2«-polnt choir, to record »n<* * eonrfndn* tongue, has come 
lh, 20th straight victory. The VoU ; UP 
» foolproof system of rat- 
meet Maryland In the auger Bot !. •"* 
. and 
d«*hn« 
when 
j an j 
they're due for retirement. . . . Ifs j 
Georgia Tech, which 
has been j 1001'Drool because lf It were adopt- 
waittng for Its Orange 
Boa! o p -1 «* nobody would be fooled about a 
portent to be named for nearly a I Adhter’a ability 
Dee ta boxing 
month. WU! meet Cleome, with the » “ •> *t .a *n J° “ 
“ “* » and 
Engineers favored by seven 
a n 
d 
a i h» has been playing around with 
half points 
The VoU and Tech ,hte handicap system for several 
probably will wind up co-champlons £ " * • *° ? " '‘ hasn t proved any- 
of the southeastern conference. 
| thing th at ataches are surprisingly 


__________________________ 
I consistent in rn tm? tile kids. , . . Au- 
mutedly, it would be hard to de­ 
cide on initial ratings ta profes­ 
sional boxing, but after that it would I 
be simple. . . . Here's how it works: 
A boxer mrho qualified for a pro­ 
fessional license (by fulfilling cer­ 
tain requirements as an amateur) 
woo Id be assigned a certain rating, 1 
say 30 points (on a 0-to-IOO basis). 
Thereafter each time he beat a boy 
with a lower rating, he’d add two ! 
points to his score. If he beat a 
higher-ranked boxer, he'd assume 
that boy’s rating and the loser 
would drop halfway back. . . 
fcay,; 
a 70 boxer beat an 80 guy, Mr. 70 j 
would become Mr. 80 and Mr. 80 ; 
would drop to 75. . . 
. Portal argues 
that it would prevent mis-matches 
because matches would be permitted 
only within certain point spreads i 
(how did that creep in here?); it | 
might preveftt- injuries and a too- 
big drop would result in "probation" 
or possibly forced retirement. . . . 
Dee doesn’t offer any mathematical 
way of rating managers and boxing j 
commissioners or of measuring the 
angles. 


(Bv TK* A*M»riat*4 Pm*) 
Thursday’s Result# 
National League 
Montreal. 5; Toronto. I. 
Detroit, I; Boston. I (tie*. 
American League 
Cincinnati. 3; Syracuse, 2. 


Friday’s Schedule 
National League 
No games scheduled. 
American League 
No games scheluled. 
Eastern League 
Springfield at Atlantic City. 
Philadelphia at Boston. 
New* Haven at Washington. 


FRO BASKETBALL 
.(Bv TK* A»*o*i»t*4 Pre**) 
Thursday’s Results 
NBA 
Rochester, 78; New York, 74 
Syracuse. 82; Fort Wayne, 78 
Baltimore, 77; Milwaukee, 84 


“OUTRAGEOUS,H 
SAYS MIAUGHRY 


Princeton. NL J- Nov. 36 CPV—“Out­ 
rageous" la how Dartmouth Coach 
Tuas McLaughry describes charges 
made by Princeton football players 
that hi* team had been ‘ out to get” 
All-America 
Dick 
Kazmaier 
last 
Saturday. 
The verbal battle started whew 
Kazmaier suffered a broken nose 
and a slight concussion in the 
Princeton-Dartmouth game. Later 
ta the gridiron battle. Dartmouth's 
second-string quarterback Jack Mil­ 
ler suffered a broken leg. Princeton 
won the game 13-0 after 12 men 
from both teams had been helped 
off the field. 
Yesterday, the Daily Prtncetonian, 
student newspaper, quoted Tiger 
quarterback George Stevens as say­ 
ing, "Kaz was being roughed up on 
Just about every play ta the first 
quarter by Dartmouth® number 80 
(end Bob Myers).” 
At Hanover, N. H., Myers said 
films of the game “prove I was no­ 
where near Kazmaier when he wras 
put out of action. I can say with a 
clear conscience I never have in­ 
jured any player Intentionally." 
Coach McLaughry stated, "as head 
of the East team that will piny in 
the Shrine game in San Francisco, 
I knew several days before the 
Princeton game that Kazmaier had 
accepted an invitation to be one of 
our players. There it should be ob­ 
vious that I did not desire to have 
him banged up against Dartmouth. ’ 
About 
the 
latest 
Prtncetonian 
charges he 
said, "I repeat my 
previous statement that they are 
'outrageous and almost too ridiculous 
to be commented upon.’ " 


THUNDERBOLTS 
! OPEN SEASON 
NEXT TUESDAY 


The Littlestown high school var­ 
sity basketball teams will begin their 
schedule on Tuesday evening. De­ 
cember 4. when they m en with New 
Windsor, on the home floor The first 
game will start at 7:30 pm . Mrs 
Harold Beata is coach for the girls. 
Those who have reported for prac­ 
tice are: Betty Vealy, Mary Lou 
Boyd, Beverly DeHoff Helen Win* 
trode. Luis Feeder, Kathryn Et ken- 
rode, Penny Neater, Jean Blucher, 
Shirley Crouse, Carol Lou Jefferies, 
Dolores Albin. Betty Wolfe, Dixie 
Hester. Patsy Spangler, Phyllis Dick- 
1 n s o n , Darla Lemmon, Beatrice 
James, Irene Koontz and Shirley 
Brown, n ils year's managers are 
Shirley Warner. Dolores Koontz, 
Barbara Horner and Nadine Stites 
The coach reports that the girls 
have shown great promise 
Coach Clayton Evans, for the boys 
teams, has annunced the following 
list of players: Donald Oebhart, Ed­ 
ward Lippy. Dean Vealy, Dean Sell, 
Harry 
Badder#. Russell 
Pottorff, 
Robert Koontz, Charles Senti, How ­ 
ard Dodrer, Roger Gouker. Kenneth 
Shanebrook, Jack Kerns. Jack Bow­ 
ers. Shin Chronicler. Dick Hamer. 
Bill 
Benner, 
Larry Sent*. 
Jerry 
Wheatly, John Jacobs and Arthur 
Burna 
Manager for the bors is 
Richard Selby. 
Last 
year, 
t brugh 
graduation, 
tile following players were lost: Bar­ 
bara Jeff erie*. Eleanor Banker and 
Hazel Rimel with Shirley Renner as 
manager; Richard Marshman. Wil­ 
liam K«xmtx., Lr Roy Bish. Francis 
Gerrick, Lewis Molter. John Bucher 
and Jack Macklev. 
Larry Sent* is manager of (be 
Boys' tumor high basketball team, 
and Mr 
Bream, the coach, an­ 
nounces the following squad mem­ 
bers: Charles Reed. James Bowers, 
Gary Strevtg, John 'Chomper. Barton 
Cornell. Allen K irg Truly Maitland. 
Gene Miller. Robert Shadle, Arthur 
Mummer. Leonard Potter. George 
Yohe, Albert Snyder, Gary Keefer. 
James Zulick. James Bellman. Dean 
Selby. Jay Showvaker. Ronald 8fre- 
vig. Donald Rump, George Snyder, 
James Kress, Richard Horner. Mich­ 
ael Cook son, Richard Ct a bbs. James 
Erb, Donald Dei wager. Lqmn Dickin­ 
son. Batton John and Donald Zepp 
The schedules: 
December 14. New’ Windsor boys 
and girls, home; ll, Westminster 
boys and girls, home; 18, New Wind­ 
sor boy* and girls, away; 27. Alumni 
boy.s and girls, home; January 4. 
East Berlin boy# and girls, home; 8. 
Bolling Springs, home; ll, Bigler­ 
ville boys and girls, away; IS, West 
York, home; 18, York Springs boys 
and girls, home; 22, New Oxford, 
away; 25. Newville boy# and girls, 
away; 29. Ea.st Berlin, awwy; Febru­ 
ary I, Boiling Springs boy# and girls, 
awwy; 5. Biglerville, home; 8, West 
York, away; 12. York Springs, away; 
15. New Oxford boy’s and girls, home; 
16, Newville, home; 22. Westminster 
boys and girls, away. 


Industrial 
Bowling League 


blending 


MILLIONTH IS NEAR 
Chicago, 
Nov. 
SO 
<4P> — The 
1,000,000 traffic death in the U. S. 
may be recorded on December 21 


THEY GOT HIM 
Stout Steve Owen, the grid Giants 


The National 
Safety Council 
said ^oaci?’ ^ \ ls 
onJ on For<? am 
today that it* estimate* Indicate Coach M Dtnowxkt 
. steve 
“M Day" will fall on that date. The maintain* that when Ed played for 
council' reported th at IU tally for » e p la n t, he had more relative* 
October, pius special weekly re-!*> “ >« s ands ton the cuff. than 
port* for November from state ac- a" Ute other players. . 
. One day 
cident record bureaus, had raised 
* h a > Danowski was p r o t o n the 
the grand total through yesterday 
<>s 
ST 
to approximately 997.300 
: WeI,wan,t Danowafcf- . . . Says 
________ _____________ ____ 'Steve: “It got on my nerves, so I 
captured the mile and sixteenth Jim called Danowski off the bench. He 
Thorpe Purse at Bowie ta 1:49 3/5. threw off his blanket, limbered up 
Lincoln, R. I.—The largest daily , with a couple of quick knee-lifts 
double of Lincoln Downs fall meet- and said: ‘I’m ready, coach.’ *. . . 
tag paid $1,513 to 21 patrons hold- *And I 6aid: ‘TTiat’s fine. Od sit in 
ing $2 tickets. Joey Bomber ($9.40) j the stands; there’s a lot of people 
won 
the 
flve-furlong 
Hopkinton there who want you.” 
Purse In 59 2/5 seconds. 
—.— .—.....- - ..— 
Since World War II research lias 
been carried on in Mexico to boost 
corn production by use of new hy­ 
brid strains. 


The shortest safe navigable dis­ 
tance between New York and Lon­ 
don is 3,370 miles. 


Fights Last Night 
(By TK* AMtritM Frm) 
St. 
Paul, 
Mtan.—Harry 
"Kid” 
Matthews. HSV*, Seattle, knocked 
out Maynard Jones, 192, Philadel­ 
phia, 2. 
Brooklyn 
(Broadway Arma) — 
Tippy Larkin, 142, Garfield, N J., 
outpointed Alfredo La Grufcta, 140’is, 
Italy, 8. 
Canton, O.—Lester Felton, 147, 
Detroit, and Bobby Lee. 149, Balti­ 
more, drew, IO. 
New York (Sunnyside Garden) — 
Carmine Fiore, 145^, Brooklyn, out­ 
pointed 
Norman 
Thompson, 
147, 
Toronto, 8. 
Philadelphia — Georgie Benton, 
IMH, 
Philadelphia, knocked out 
Chuck Goldsby, lam , Chaster, Pa., 
3. 


When Col. Charles Lindbergh flew 
the Atlantic, in 1927, he was com­ 
peting for a $25,000 offer for the 
first non-stop flight from New Y6rk 
to Paris. 


W 
L 
Glenn L. Bream 
.. 32 
4 
Home Friendly Ins. 
. 
28 
8 
Blue F z rro t. 
. 24 
12 
Dave Oyler 
.. 23 
13 
VFW 
.. 17 
19 
Adam* Electric . 
14 
22 
Barlow .. 
13 
23 
Bob’s Diner 
« 12 
24 
McCleaf Store 
. 
ll 
25 
Fairfield 
.. 
6 
30 


Adams Electric 
tat 
2nd 
3rd 
T. 
P Cole .... „.. i 
217 
131 
142 
490 
Shaffer 
123 
146 
134 
403 
Hubbard 
143 
136 
104 
383 
F. Bowling 
168 
121 
147 
436 
J. Lcedy 
199 
146 
167 
612 


850 
680 
694 2224 
Dave Oylet 
O. Omer 
165 
214 
127 
506 
O. O’Connor 
158 
179 
160 
497 
O, Flint, 
153 
HO 
148 
411 
K. Knox 
144 
no 
140 
394 
Blind 
150 
150 
150 
450 


770 
7G3 
725 2258 


Glenn L Bream 
McSherry . 
165 
153 
118 
436 
Clapper 
175 
144 
183 
502 
MeCauj-lin 
154 
154 
125 
433 
K. Johnson 
165 
188 
165 
518 
Joe Mc Ken dr lek 
173 
158 
199 
530 


832 
797 
790 2419 
VFW Nu. 15 
P. Aldinger 
176 
121 
103 
400 
O. Hixon 
143 
112 
131 
386 
B. Little 
198 
180 
145 
523 
Blind 
130 
130 
130 
390 
Blind 
139 
139 
139 
417 


786 
682 
648 2116 


Home Friendly Ins. Co. 
C. Sterner ........ 131 
196 
169 
496 
C. Hamer 
127 
135 
168 
430 
Blind .. 
........... 
137 
137 
137 
411 
Blind 
132 
133 
G. Hamer 
149 
128 
275 
B. Cole 
156 
192 
136 
484 
.* 
683 
809 
736 2228 
Blae Parrot 
E. smith 
124 
122 
no 
356 
A. McDannel 
137 
155 
148 
440 
R. Nowak 
156 
179 
158 
493 
D. Sanders 
144 
168 
143 
455 
J. Gorman 
152 
168 
158 
478 
713 
792 
717 2222 


South Penn Track 
Meet Here May IO 


At the South Penn conference 
meeting Wednesday evening at Boil­ 
ing Spring* it was decided to hold 
the annual conference track and 
field meet on the Gettysburg high 
school field Saturday, May IO. 
It was also decided to open the 
baseball season on April 18 with 
Gettysburg, Hanover, Chambersburg 
a n d Shippensburg p articipating. 
There is a possibility a fifth team 
from outside the conference will 
participate. 
COUNT!ANS ON 
ALL-LAUREL 11 


’ Mac" Lot. 195-pound tackle for 
York Spring# during the past foot­ 
ball season, and Harry Badder#, 
hard 
charging 
Littlestown 
high 
guard, were chosen to the first All- 
Laurel conference football team by 
the loop’s six coaches in selection* 
made for the Waynesboro Record 
Herald 
The first team includes the fol­ 
lowing End*. Stein. Dallastown, and 
Murdorf, 
Washington 
Township; 
tackles, Lott, and Ehrhart, Dallas­ 
town; guards. Miller, Susquehan- 
nock, and Badder*; center. Noons, 
Washington 
T o w n s h i p ; 
backs, 
Sweeney, Susquehanrvock; Shindle- 
decker, 
Washington 
Township. 
Kern. 
Dallastown, 
and 
Honodel, 
Washington Township 
Second team —Ends, Koontz, Lit- 
tlestovrn, and Seitz. Kennard-Dale; 
tackles, Yost, Kennard-Dale, and 
Noons, 
Washington 
Township; 
guards, charley Badder*. Littles­ 
town. 
and 
Prayer. Washington 
Township; center. Seiling, Suaque- 
hannock. 
backs, Schuchart, Sus- 
quehannock; Sharrah and Wagner, 
Washington Township, and Snyder, 
Dallastown. 
Honorable 
mentions 
included 
End*. 
Roy 
Budd, Littlestown; 
tackles. Thomas Bucher and Paul 
Kern, Littlestown; guards, James 
Reichart. Littlestown, center, Roger 
Goucker. Littlestown; backs, Charles 
Hall. Victor Reynolds and Dean 
Sell, Littlestown. Joe Miller and 
Donald Wonders, York Springs.* 
Littlestown 


(Continued from Page I) 
1915, and the borough officials The 
third division, headed bv E. Paul 
Bigelow, special policeman, will be 
composed of the Littlestown Vet­ 
erans of Foreign Wars Drum and 
f*ugle corps; a number of floats; 
Cub Scouts, Boy Scouts, Girl Scout* 
and the members of the cast of 
“Crazy Daze " 
Other Units Unled 
The fourth division, beaded bv 
Special Policeman Edward F. Hawk, 
will consist of the American Legion 
color guard of the Coker-Snyder 
Post No. 321, Littlestown. Littles­ 
town high school band; antique fire 
truck; Alpha Fire company with 
equipment; Legion community am­ 
bulance, 
and 
a 
dual 
controlled 
Chevrolet car being used for in­ 
struction at the Littlestown high 
school. 
' Other organizations or person# de­ 
siring to enter the parade will be 
welcome. They should notify John 
Bloom before Saturday morning. 
The parade, to start at 3 p.m., will 
form at the Junior-Senior high 
school and march north on Maple 
avenue to Newark street, weal on 
Newark to North Queen street to the 
square; from the square south on 
South Queen street to the Shriver'* 
Canning 
factory, 
where 
it 
will 
countermarch to the square and dis­ 
band. 
Dedication Follow* Parade 
The dedication ceremonies will 
take place in front of the veterans' 
memorial. 
The 
American 
Legion 
Drum and Bugle crops, Hanover, 
alii stage an exhibition in front of 
the speaker's platform immediately 
following the parade and prior to 
the tape cutting ceremony. 
There will be free parking ta town 
all day Saturday, although from 2 
o'clock until after the program, 
there will be no parking from Ralph 
A. White’# garage, on North Queen 
street, to Zerfing’s Hardware store 
on South Queen street. Members of 
the fire company will assist the po­ 
lice department with the traffic. 


V 
PROGRAM 


(Continued from Page I) 
pointed out. “The ideal figure is 
$1.35." he added but said the *tate 
average is 39 cents. He described the 
recreation program that i# being 
carried on here throughout the year 
and suggested a swimming pool, pic­ 
nic area*, flower gardens and tennis 
court* a* considerations for the fu­ 
ture. 
Plan Attendance Prize* 
He spoke briefly of plans for form­ 
ing a Teen-Age club here with the 
first planning meeting next Tuesday. 
One of the difficulties already fared 
I* that of finding suitable quarter* 
for meetings, he stated. Mr. Joseph 
was presented to the group by Mrs 
Luther Wlsler for the program com­ 
mittee 
At the business session, the FTA 
approved a committee report pre­ 
sented by Forrest Craver providing 
for prize# of $20. $10 and *5 to be 
awarded at each PT A meet tag to 
the school rooms having the high­ 
est percentage of parents in attend­ 
ance. Crovrr's committee explained 
the plan had a double purpose -to 
boost PTA attendance and to put 
FTA funds to good use in the class­ 
rooms Details of operation of the 
plan were left ta the hand-. Of the 
committee. 
The association also voted to al­ 
locate $100 from tt* treasury to the 
"general program” of the PTA th e 
use to which it is to be put was not 
indicated. 
Miss Hartman Preside-. 
Miss Mary I. Hartman, a vice 
president of the association and 
teacher in the junior high school, 
presided 
She announced that no 
December meeting will be held and 
that the next general meeting will 
be held January 31. The executive 
committee will meet next on Janu­ 
ary 27. 
Dr Granville Schultz, treasurer, 
•’'W—*«d a currant balance of $?99 18 
In the treasury after expenditures 
of $44 In the last month 
The 
balance a month ago was $298 
Mrs William O. Weaver, member­ 
ship chairman, reported membership 
rolls now total 67. 
Miss Hartman announced that the 
PTA delegates’ report on the state 
PTA convention at Harrisburg, re­ 
cently broadcast on WG ET, will be 
repeated on that station Monday 
morning at 10:30 o’clock. 


change delegates next year 
A debate on whether it is belter 
to be "A Country Jake or a Cltv 
Slicker" wa* held. The team arguing 
that the "City Slickers’ 
have a 
better may of life included Bdwlna 
Lawyer, Roland Kime and Billy 
Wilson: 
those 
representing 
the 
T o u r try 
Jakes" 
were 
Richard 
Weaner. Janice Brough and Frank 
Coffelt. Decision of the Judges aas 
that tile 
Country Jakes" mon the 
debate. A ten-minute general dis­ 
cussion mas held on the subject fol­ 
lowing the debate with members of 
the club agreeing that the country 
resident has a better life than his 
brother ta the city. 


Letters Awarded 
17 Jr. Hi Players 


Seventeen Gettysburg Junior high 
school football players and the stu­ 
dent manager, Robert Minter, wen 
awarded letters during the junior 
high school a s s e m b l y program 
Thursday afternoon by Coach Rogers 
Herr. 
Those 
receiving 
letters 
were: 
Ninth graders, William Bushman, 
Ted Crouse. Darryl Duhdcoff. Paul 
Evans, Donald Little. Charles Liv­ 
ingston, James Paris. William Rent­ 
a l. Carl 8 faiger. David Thomas. 
Carl Westerdahl and Ronald Wil­ 
liams; eighth graders. Robert Bon­ 
durant, Prod Fumey. Merle Gor­ 
man and Gerald White, and seventh 
grade. Sam Staley 


NEW YORK EGGS 
New York, Nay. 30 
—Egg prices 
were lower today in the wholesale 
market. Eggs 10.303, weak. Whites: 
Extra fancy heavyweights. 60; fancy 
heavyweight*. 59; others large, 58; 
medium*. 53; pullet*. SI. Browns: 
Extra fancy heavyweights, 59; fancy 
heavyweight*. 58; others large, 57; 
mediums. 53; pullets, SI. 


CAGERS TO ORGANIZE 
The final meeting to organize a 
community basketball league will be 
held Monday evening at 7:30 o’clock 
in the high school gymnasium The 
meeting will be preceded by midget 
basketball practice at 6 o’clock. 


M 
m i / b e g w w w e e d m 
ll CHU Roof 
n e w NOW! 


T h e m 
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FREE ESTIMATES 


★ 
IXPERT ADVICE 
GOOD MATERIALS 
PAYMENTS ARRANGED 


TCXACO tNIMOLBt • BOLL ROOflMO 
• IDING • COSTINGS 


Citizens Oil Co. 
I Roo* 
DI Vivian I 
IS Y#Hi Street 
Pi. 


NEW SELECTION 
EARRINGS 
f i j i Ftiu Tax 
at 


BENDERS 
12 Baltimore Street 


“The Woman's Voice" 
WGET 


16:38 A M. 
Thursday 
American Assoc. Univ. WomenSa 


KITA 
17 jewels. Natural ar 
white gold-filled case. 
Snake chain bracelet. 


erica in«M*> Federal 
C O N V I S 


$09.30 


-MMM 
COFFMAN 
JEWELERS 
SI Chambersburg Street 
Gettysburg, Pa. 


0 


CIVE A WESTIN6M0USE 
REFRIGERATOR THIS CHRISTMAS 
GETTYSBURG APPLIANCE STORE 
R. Thomas Adams. Mgr. 
22 Chambersburg St. 
Phone 623-Y 


As of 1950 there were 227,244 miles 
of railroad tracks ta the United 
Si Ste*. 


SR. EXTENSION 


(Continued from Page I) 
December 13 at 8 pm. A committee 
comprising Harold Ecker, Harold 
Garretson and La von ne Bro is h tier 
was named to arrange for a Christ­ 
mas party December ‘JO. 
President Thomas Murren named 
the following standing committee# 
for the next six months: recreation. 
James Behney, Creta Epley and 
Billy Wilson; refreshments, Ken­ 
neth Nace, Shirley Milhime# and 
Mary Lawrence; records. Edwina 
Lawyer, Frances Keller and Lots 
Musselraan; radio program. Frank 
Coffelt, Kathryn Bucher and Mer- 
vin Myers; sound system, Robert 
Lawrence, Lindale 
Brandon and 
George Stock; membership. Betty 
Brandon. Carl Keller and William 
Roth 
"Country Jakes" Win 
Fred Castalian and James Behney 
reported on the district conference 
held November 19 at Tressier Or­ 
phans’ home. Perry county, w’hich 
was attended by 13 delegates from 
the county club. 
President Murren read a letter 
from C. P. Lange, State College ex­ 
tension official, reporting that 
sylvania will probably bt allmwf 


I five International Farm Youtn ex* 


DEER HUNTERS 


Wa Have The Following Rifles In Stock: 
Select Your Rifle From This List Of Famous Makes! 
FAMOUS M .W M K 'H F ll RIFLE in 270 Winchester t all ber. 
MODEL 70 WINCHESTER In 270 and 30-06 Caliben. 
MODEL 94 WINCHESTER in 30-30 and 32 Special Caliber*. 
MODEL 64 WINCHESTER in 6-30 and 32 Special Caliber*. 
MODEL 722 REMINGTON in 257 — 270 and 30-06 Calibers. 
MODEL 71 WINCHESTER in 348 Caliber. 
MODEL 99 EC. SAVAGE in the 250-3000 and 300 Calibers. 
MODEL 99 R SAVAGE ta 
the 300 Caliber. 
MODEL 336 MARLIN in 30-30 and 32 Special Caliber*. 
MODEL 336-35 MARLIN in the famous 35 Remington Caliber. 


REBUILT SPRINGFIELD RIFLES in 30-06 C alibers. Real gun­ 
smith masterpieces. See this beautiful rifle before you buy. 


MODEL 
340 
BOLT 
ACTION 
SAVAGE 
RIFLES 
IN 
30-36 
CALIBERS. 
Headquarter* for W'oolrieb 
Hunting Clothing • Everything In 
Stock: COATS • JACKETS • LACED ZIPPER PASTS 
AND 
ELASTIC 
BOTTOM 
TROUSERS • CAPS 
AND 
II AT CAPS. 
Wool Pacs • Felt Shoe* • Four and Five Buckle Arctic* • All Wool 
Sock* and Shooting M ittens # Converse AU Rubber Hunting Boots 
# Leather Top and Rubber Bottom Hunt Pacs by Converse. 


HAND WARMERS! — HI NTERS! This is a must on your hunting 
equipment list. D on l be without one or more of the*e . . . keep* 
your hand* or back warm on the colde*t day*. Be sure to try one 
on your hunting trip. One filling of regular lighter fluid lasts 
24 hour*. 
WESTERN 
HUNTING 
KNIVES 
• 
RIFLE CLEANING 
KITS 
DEER TARGETS 
Protect that rifle on your hunting trip: — G um ( ase* from 
$5.95 to $9.95. 
PLENTY OF Hl-POW ER AMMO AND SLUGS 
You WHI Find Everythin* That You Need For Your Hunting Trip 
At This One Ston Store, 


Gettysburg News & Sporting Goods 


51 Chambersburg Street 
Phone 9579 
Gettysburg, Pa. 
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Today's Talk Littlestown 
Littlestown 


BY GEORGE MATTHEW ADAMS 


in it ia t iv e 
Initiative is the one essential for 
all success, whether small or great. 
But the more initiative exercised, 
of course, the greater the task 
achieved. 
Take 
that 
one 
word 
Initiative. Count the T”s—It’s full 


COMMITTEES OF 
PARISH NAMED 


Charles Ritter and Mrs. James 
Fagor. co-chairmen of the commit­ 
tee for the Civil Defense program, 
have announced that the following I 
spotters will be on duty from 8 a m. 
to 5 pm. on Saturday: L. D. Snyder 
and B. F. Schott, from 8 arn. to IO 


BUEHLER HEADS 
LITTLESTOWN’S 
JOINT BOARD 


■Arthur Buehler, Mt. Joy township 
Chairmen of standing committees a m . Charles Rabenstine and Walter school director, was elected pres!-j Musselman 
of 
Union 
township; 


been set, subject to approval of the j president, William Feeser; vice pres- 
state Department of Education. The ' idem, Wade Brown; secretary, Lu- 
executive board then adjourned in ther Hess, non-member of the board; 
favor of the individual board meet- I treasurer, Clayton Harget; members 
ings. 
j Kenneth Byers and Elmer E. Fur- 
Boards Organise 
| low, with Mr. Harget and Mr. Fur- 
Luther W. Ritter administered the low as appointees to the executive 
oath of office to the following dt- board; Mt. Joy township, president, 
rectors: George Worley, reelected,1 Arthur 
Buehler; 
vice 
president, 
and Lewis Craumer and Raymond Glenn Bowers; secretary, Charles 
Shlldt; treasurer, John Schwartz; I _ 


will continue the second Tuesday of 
each month. J. Floyd Slaybaugh. 
Adams county superintendent of 
schools, spoke to the board concern­ 
ing the hiring of a special education 
supervisor jointly between the Han­ 
over borough and Adams county. 
The Adams county school direc­ 
tors’ convention will be held in Lit­ 
tlestown December 7 when the school 
session will dismiss at noon. 


of them It’s the "I" in a person that were announced at the November Mehring, from IO am . to 12 noon; dent of the Littlestown Joint school Austin Shoemaker and Glenn Bow- member, Austin Shoemaker. The ap- j 
gives to him, or her, initiative. Ifs meeting of the St. Aloysius Parish Preston Myers and Edward T. Rich- | system at the annual re-organtza 
the single idea of one person, as a 
rule, that inspires hordes of others 
to follow him. 
The very’ derivation of this word 
means to lead, to take the first step. 
How easy It is to follow someone 
who has taken this first step—per­ 
haps when everyone else laughed 
at such a person! When the Wrights 
flew their frail machine into the 
air—the flight lasting but the frac­ 
tion of an hour, who dreamed that 


Council of Catholic Women Wednes­ 
day evening in the parish hall by 
the president, Mrs. Daniel Dietrich, 
who was in charge of the business 
session. The appointments include: 
Discussion club, Mrs. Noah C. Sny­ 
der; youth. Mrs. Lawrence B. Rex- 
roth; 
literature, 
Miss 
Anna 
C. 
Weaver; family and parent educa­ 
tion, Mrs. E. J. Altoff; UB.C., Mrs. 
Herschel Fortney; shrines in the 


ardson. Jr., from 12 noon to 2 p.m.; i tion meeting of the joint board 
Leroy Bish and Ray Hamer from 2 Thursday evening In Littlestown 
to 4 p.m. and Paul Renner and following organization meeting of 
Clyde Crouse from 4 to 5 p.m. 
the boards that make up that sys- 
Paul Rinehart, York, was the tem, Mr. Buehler is also president 
speaker at the meeting of the of the Mt. Joy township board, 
Christian Endeavor of St. Johns 
other officers for the joint board 
Lutheran church on Sunday eve­ 
ning, using as his subjects “Thank 
God and Take Courage’* and ‘H ie 


were chosen as follows: Vice presi­ 
dent, Stanley R. Sell; treasurer, 
George Worley, and secretary, Henry 


S a t aal A d v ersin g Rrpr«**Btati**i Fred 
tin tall. Incorporated. 47 W. Alta itmrt 
Vow Torii CIV. 
Gettysburg. Pa, November 30, 1951 


Out Of The Past 
From the Files of the 
Star and Sentinel and 
The Gettysburg Timet 


FIFTEEN YEARS AGO 


Take Admitted to Bar in State: 
Upon motion of James P. 0 1111 land. 
Esq. Philadelphia, J Francis Take. 
McSherrystown, was admitted to 
practice before the supreme court 
of Pennsylvania at Philadelphia to­ 
day. The young attorney served his 
clerkship in the office of John D, 
Kc lh. Esq , of the law firm of Keith 
ani Bighara. 


in his own lifetime there would be home, Mra. Mary 03rien; war re­ 
planes flying around the world with Ueft Mrg Bernard M. Selby; pub- 
peopie eating breakfast in New York ^ relations, Mrs. Paul E Altoff; 
and dinner in London or Paris of immigration. Miss Evelyn C. Altofl; 


High Cost of Low- Living.” Nancy e. Waltman. Luther Ritter, the re- 
Trump was leader and the follow- tiring president, spoke briefly and 
inc program was presented: Poem,* the board gave him a rising vote of 
“Old Time Thanksgiving’’ by Eve- thanks for his services as president 
lyn Harget; scripture, Brenda Hess: of the joint board, 
prayer. Mrs. George Trump. The 
preset* 


ers of Mt. Joy township; Kenneth 
Byers and Wade Brown of Germany 
township, and Karl P. Banket! and 
Lloyd E. Crouse, Littlestown bor­ 
ough, the latter re-elected. 
Individual board elections were 
held with the following results: 
Union township, Stanley R. Sell, 
president; Lewis Craumer, vice pres- 
dent; George Worley, secretary; 
David Little, treasurer; Raymond 
Musselman, member with Mr. Sell 
and Mr. Worley as executive board 
appointees; G e r m a n y township, 


pointecs to the executive board will 
be made El a future meeting. 
Littlestown borough board Presi­ 
dent, Carl H Baumgardner; vice 
president, Henry E. Waltman; .sec­ 
retary. Luther W. Ritter, non-mem­ 
ber of the board; treasurer, Lloyd 
E. Crouse; members, Karl P. Bank­ 
er! and Wilbur E. MackJey, with Mr. 
Crouse and Mr. Mackley as ap­ 
pointees to the executive board 
The meeting of the joint boards 
followed when officers were elected. 
Monthly meetings of the board 


M UE! AY UST 
For Your COUGH 
Creomul sioo relieves promptly bacauan 
it goes right to the scat of the trouble 
to help loosen and expel perm laden 
phlegm and aid nature to soothe and 
heal raw, tender, inflamed bronchial 
membranal. Guaranteed to please von 
or money refunded. Croomubion Mkt 
stood the test of millions of nam. 
C R E O M U L SIO N 


™ the same d»)-! The Initiative of hut cooperation with Catholic ch«ltl«a J 
* 
* 
* 
,«*“ »* * *»» J " * ; Cntbta. Elmer E 
a few men of faith brought out this mj* William V. Sneeringer; Bish- 
remarkable achievement. 
0p*s fund for diocesan needs, Mrs. 
Many years ago I read an amusing r 
q . Lain; hospitality, Mrs. Jo- 
story called The Go-Getter." It was 
h . Redding; social action, Mrs 
the story of a chap who applied oeorge P. Smith, and inter-Amex- 
for a job with a lumber concern lcan relations. Mrs. Elsie McCall, 
but who was turned down by every- J 
A committee was also appointed to 
ooRjip to the president of the con- mrve m the kitchen for the public 
cm l He saw him and made such an party to be sponsored jointly by 
appeal that he was asked to come 
bock after lunch. He did—handing 
in his card as talesman for the con­ 
cern! This aroused the interest of 
the head of the firm and he told 
Ute young man that they had some 
lumber that no one else could sell, 
and asked him if he thought he 


were Preston 
„ _ . . 
M 
Furlow, John 
dent. Robert Kin,. M arm et Myers 
Oeorge Worley. Wilbur E. 
was appointed aa leader for next M w 
charles E 
Ritter and 
Sunday .evening when the 
topic J“ 
S 'utile Bills and salar.es for 
will be "Where We ^ t Our Bible " 
,hf nmM l m t OT(Jered ^ 


The Tuck-a-Bache Sunday school 
_ 
_ 
. 
h< TT!-T7L Brenda 
, , _ .... 
. 
. I 
The report of school nurse, Brenda 
^ 
walker, was presented by Mr King 
^ 
"varied that Mrs. Walker had 
-.rn 
made 19 home calls, had given 101 
UK veuuuvu 
usa. .sa,., se— ~ 
ln 
^ 
a*d 
^ School, had 
clety on Saturday, December 15, as 
' 
, 
Snloved with nItlcv : h M two conferenc€s 
Parents 
follows: Mrs Carroll Darter, chair- g 
g 


the Council and the Holy Name so­ 


man, Mrs. R. O. Lain, Mrs. A. W. 
Schott, Miss Sheila Shanahan, Mrs, 
Leolan Newman, Mrs. John Harmon, 
Mrs. Frank CUngan and Mrs. Her- 
schel Fortney The boys and girls 
could sell it. The reply of the chap 0f the parish from eighth grade to 
was jn at he could l f you could drive senior class are requested to as- 
a nail into it!” He was engaged and gist with the serving of sandwiches, 
•old every* scrap of It. 
etc., during the party. Members of 
People 
of 
initiative 
rule 
the the pariah are also invited to send 
world. Every hase of activity points donations of pies, cakes and candies 
to the Initiative of someone who the night of the party. 
had the will, the faith, and the 
drive to bring things to pass, And 
The Council will sponsor a Christ­ 
mas party for the children of the 


Dr. Thomas Preaches Thanksgiv­ 
ing Sermon. The Rev Dr. N B S 
Thomas was the speaker at the an­ 
nual union Thanksgiving service 
conducted Thursday morning at 9 
o’clock in the ITB church The serv­ 
ice was well attended. 
The Thanksgiving day proc lama- 


BK ’r n r i and 
£ ? £ £ * * °f “° 
“H T ™ by-Stand" ‘' | 
Tomorrow Mr. Adams will talk on 
the subject: “Free Speech.” 


Grade Nine have been completed 
by Dr. Leonard L. Potter with Mrs. 
Walker assisting Eight junior high 
boys were also examined by Dr. Pot­ 
ter for basketball. Two pupils had 
eye 
examinations 
and 
received 
glasses through the cooperation of 
the local Lions club. One field trip 
was taken on November 16. with the 
future nurses club to visit the clinic 
supervised by the state nurses, which 
verse. The" n m m ^ in g ^ 
included a supervsed tour of the 
be I veld on December 26 Warner h<*P‘u l * 
«eneral at* 


this will remain the secret of ail parochial school and those of pre- 
success in man’s every endeavor school age on Friday, December 21, 
Think the thing oui. Do the job at the close of the school session, 
better than it has ever been done santa Claus will be present and 
before. Keep improving the work eacfc child will receive a treat. Mem- 
that you. as an individual, do. Those berg 0f the council arc asked to 


offered by Mrs. William Lippy. Read­ 
ings were then given as follows: 
“What Grandma Says” by Mrs 
George Trump; “Lullaby for a Lit­ 
tle Boy,” Mrs. Preston Crabbs; “Old 
Apple Tree.” Mrs. Paul E. King; 
“Brave 
Blossoms," 
Mrs. 
Walter 
Yingling; and “Heart Musk." Mrs 
William Lippy. Hymn, “In the G ar­ 
den." Each member present re­ 
sponded to the roll call with a 
scripture 
which will 
at the home of Mrs. Malcolm Hess, 
Lumber street, will be in the form 
of a Christmas party and there win 


tendance of the pupils has been 
good, though there are some ab­ 
sentees due to chicken-pcx In the 


be an exehenge rf l l lift.. It a * [ “ 
I 
“ 
5t 


the Rev. Howard S. Fox. 
The offering was turned over to 
the local civic nursing fund. It 
amounted to 122.61, the lowest sum 
received at a local Thanksgiving 
service in six years, 
• • • 
Bul lets Hold F. and M. to 19-0 
Triumph: A determined and coura­ 
geous Gettysburg college football 
team pulled a mild surprise Thurs­ 
day by holding the powerful Frank­ 
lin and Marshall ^ridders to a 19-0 
decision rn the forty-fourth annual 
Thanksgiving Day dash at Lancas­ 
ter Approximately 8,000 fans braved 
the wintry weather to witness the 
contest. 
The victory gave F. and M. Its sec­ 
ond straight Eastern Pennsylvania 
intercollegiate conference title and 
marked the fourth setback in eight 
starts for the Bullets this season. 
• rn • 
Maroons Crash Hanover High 
27-6: Gettysburg high school closed 
its 1936 football campaign in a blase 
of glory Thursday afternoon by 
crushing it time-honored rival. Han­ 
over high. 27-0, in their annual grid­ 
iron classic played on the Hanover 
fairgrounds before a large crowd of 
half-frozen spectators. 
The victory enabled the locals to 
scramble out of the last place tn the 
Southern Pennsylvania interscholas­ 
tic conference and pushed Hanover 
h.gh into the cellar posiUon. 
Outstanding for the Maroons was 
the defensive work of Lefever and 
Stanley, while Wright and Stock 
bore the brunt of the offeree effec­ 
tively. 
• • • 
E. ti. Plank. Jr., Weds York Girl: 
Edward 6 Plank, Jr., only son of 
the late "Eddie” Plank, of major 
league baseball fame, and Mrs. 
Anna Plank, of Gettysburg, and 
Mbs Isabelle 
Eimerbnnk, 
York, 
were united in marriage Wednesday 
morning at ll o’clock rn the Presby­ 
terian church at East Orange. New 
Jersey. The single ring ceremony 
was performed by the Rev. Mr. 
Crow. 
Upon their return from a wedding 
trip to Florida, the couple will oc- 
<upy an apartment in the Hotel 
Gettysburg. 


Just Folks 


TEACHERS* MEETING 
Ed forgotten such things happen, 
but I smiled to hear him say: 
“There will be no school tomorrow. 
It Is teachers’ meeting day!” 
.And the more I thought It over, it 
seemed strange I should forget 
We always had a holiday the time 
the teachers met, 


His mother seemed to doubt him, 
as my motlier doubted mc 
When I said, "No school tomorrow” 
with the muse glad voice as he. 
And die asked the mother question: 
"Why Is that rd like to know?" 
This the answer: “Teachers’ meet- 


preceeding the party, to assist the 
president with the decoration*. A 
program will also be presented by 
the children of the school. At the 
same time. a donation party will be 
held for the Sisters and each child 


decided to give 650 to the organ 
fund. Mrs. Yingling'* birthday was 
observed and congratulations and 
well-wishes extended. Election of 
officers resulted as follows. Presi­ 
dent. 
Mrs. 
Joseph 
Selby; 
vice­ 
president. Mrs. Preston Crabbs; sec­ 
retary. Mrs. Paul E. King; treasurer, 
Mrs. William Lippy; flower com­ 
mittee. Mrs. Malcolm Hess and Mrs. 
attending the party is asked to take AUm 
Oroft 
R efreshm ents 
were 
one article of food for the Sisters. 
To Meet In Littlestown 
It was announced that the next 


lag! 
it 
to. 
and all teachers have to 


may 


Oh, happy teachers’ meeting! 
Long after we are gone 
For the benefit of childhood 
it still continue on. 
May the youngsters of live future, 
in the old familiar way, 
Shout the words: "No school 
tomorrow! It is teachers' 
meeting day!” 
I oprrifflit, IGM. Ei|*r A. Uu»»l 


IHE ALMANAC 


Dee, I —Sun rise* 7:02: e#U 4:3k 
Moon tot* 7 i i i p.m. 
Doc, 2- ann Hmm 7 :0S ; i*oU 4 :34. 
Moon wit* 8:85 p.m. 


MOON PHASES 
Dwmber A—First quarter. 
Decwnber IS—Full muon. 
r>«**«*mb*r 21—I.«#t quarter. 
Dewmber 28— New moon. 


the Rev. Orris G. Robinson. 
• B B 
On Hunting Trip: Prothonotary 
C. Arthur Brame, Edgar K. Mark­ 
le y, Esq, and O. Edward Taughin- 
baugh left this morning for Clinton 
county, where they w*ill join a 
larger party and spend the week 
deer hunting. 


325,000 Xmas Seals Sent Out For 
30th Sale: The thirtieth annual 
The bridegroom is part owner of Christmas seal sale to fight tubercu- 
The Music Box, Chambersburg and losis was launched in Adams county 
Wednesday when the Adams county 
tuberculosis association placed in 
the malls 5,000 letters to count tans 
appealing for funds. The letters con­ 
tained 325,000 seals. 
The letters were prepared for 
mailing at a meeting of the execu­ 
tive meeting of the county assocla- 


ThankofTering services were held 
on Sunday evening at St. Mary s 
charge of the chairman, Mrs. Ouy 
Reformed church, Silver Run, in 
D. Koontz. A solo was presented by- 
Ralph DeHoff and the meditation 
and address by the Rev. Ray E. P. 


LEGAL NOTICES 


quarterly meeting of the Conewago 
Deanery Council of Catholic Women 
will be held in Littlestown, with the 
local council as the hostess group 
It was also announced that there 
will be no Deanery Youth parties 
held during January and February,________ 
due to hazardous driving conditions Abbott pntnr* 
during those two months. However, 
’ 
' _________ 
it is suggested that 
the youth of ^ 
male 
Q{ the common house 
each parish organize 
a card club or gparrow 15 much more active in nest 
something similar to keep rn touch buildlng than the female. 
with each other during this period 
— 
It is also advised by the Deanery* 
that the local councils sponsor a 
benefit during this time, to help 
defray the expense of a youth party 
when it is held in the individual 
parish. 
The guess package, contributed by 
Mrs. William V. Sneeringer, was 
received by Mrs. 8. W. Sanders. A 
letter was read by Mrs. Benjamin 
Steinfelt, diocesan chairman of the 
Bishop’s fund for diocesan needs, 
requesting that an effort be made to 
supply the donations from the local 
council for this fund in the near 
future. 
It was decided to hold a Christmas 


days during the month due to ill­ 
ness. 
The ninth and tenth grades made 
visits to the Adams county court on 
November 14 and 15. The Library 
club, with Mrs. Miriam Stover, li­ 
brarian, visited the Hanover library 
on November 15. This evening at 8 
o’clock, the senior class play, “Nine 
________ 
Girls,” will be presented in the high 
* > £ d by" Mrs. VUngltng Mrtrted by 
audliOTlum^ Tuition rate, for 
her daughter, Nancy, and Mra. Lim e. 
and h‘«h x * 0" 1 have 
Flickinger. 


South Washington streets. 
i 
i 
i 
Wormiey—Vaughn. John Clarence 
Wormley, son of Mrs. Jacob Althoff, 
Fairfield R 2, and Mrs. Ida Cath­ 
erine Vaughn, daughter of Mr. and 
Mrs. Charles Ihllman, 428 South 
Washington street, arere united in 
marriage Thursday morning at 7:30 tion Tuesday evening at the court 
o'clock in St Francis Xavier Cath- j house The Rev. Frederick B. Crane, 
olic church, the Rev. Father Mark president of the county association, 
E Stock officiating. 
attended with these persons present: 
The attendants were Mr and Mrs. Professor Lloyd C. Keefauver, the 
Robert Wormley 
Rev. Howard 6 Fox, Miss Sylvia K. 
1 
* * 
Johnson and Miss Margaret McMil­ 
lan. 


NOTICE 
Th# follow ing i» * twimmary of rn r«*olu* I 
tk*n ad<>vUxi Novi-rn b#r 14, ISSI, by tin- 
School 
District of 
M#n*!l#o Township. 
Adam# County, IVnn#ytoania. authortalnn 
th# Uwuance of General Obligation Bond* 
of th# laid a# hon I district for th* total 
aum of Forty*thr#« Thousand (143,000.00) 
Dollars. 
Th* preamble to th# resolution recite* 
th# a tn * 
th*t h a b e e n U lm 
In 
ac- j 
eonian#.- 
with 
the 
Municipal 
Borrowing 
la w of Peniwylvania 
precedent to this 
resolution authorising the sate of General 
Obligation Bond*. 
Section One of th# resolution states thgt 
the honda ar# to be issued for the pur­ 
pose of funding th# unfunded debt of th# 
School 
District of MenaJien Township. 
Ad ama County. Pennsylvania. 
Section Tam states that th# maximum 
party in connection with the next 
meeting to take place one week later ooo.og) Dollars, 
than usual due to the Christmas 
holidays. The meeting will be held 
on Wednesday, January 2, and each 
member win take a 50-cent gift for 
exchange. The following committees 
were appointed: program. Mrs. Paul 
E. Altoff, chairman, Miss Margaret 
8mith, Mrs. Stewart N. Lorn;, Mrs. 
John Collins, Mrs. Robert V. Weaver 
and Mrs. Pius Pautenis; hostess, 
Mrs. J. Harold Redding, Mrs. Frank 
V. CUngan, Mrs. Homer Sanders, 
Mrs. Lawrence Rexroth, Mrs. Fran­ 
cis Miller, Mrs. Melvin Schlidt and 
Mrs. Earl Weaver. The meeting 
closed with brief remarks by the 
pastor, the Rev. Edward J. Shan­ 
ahan, who also led the closing 
prayers for vocations. 
A white elephant party was en­ 
joyed at the conclusion of the meet­ 
ing and refreshments were served 
with Mrs. Donald L. Beford, chair­ 
man of the hostess committee, in 
charge. 


SHOPPING FOR 
CHRISTMAS? 
Yea’ll Find Plenty In 
'Sew & Used Furniture 


WALHAYS 
FURNITURE STORE 
Open Every Evening 7 til I# 
Except Friday 
Telephone 47-Y 


SHERMAN S Complete 
OUTFITS for BIG GAME HUNTERS 


•IOO*7 Wool Red and Black Plaids, Zipper or Button 


-100 7 Wool Straight Leg, Lace and Knit Bottom 
HUNTING COAF. 
WOOLEN PANTS 
boots —Leather and Rubber, Combination Hnow-Pac* 
FELT SHOES —Hheeplined Moccasin* and Shoes 
ARCTICS —4 and 5 Buckie, Also Zipper 
UNDERWEAR —Winter in All Wrights, Cotton or Wool 


CAPS. GLOVES sad HOSE 


Everything To Keep tho Hunter Warm and Dry al tho Same Law Prices 
S H E R M A N ’S 


20 YORK STREET 
GETTYSBURG. PA. 
FREE PARKING: For the conwemtnce of our cuatomen at SERVICE PARKING 
CENTER, rear of Sherman's Store. 


T wenty Yf odels of Other M akes of C ars 


OLDEST MARINE OUT 


Last year the sale of seals netted 
$901 66. Contributions are to be sent 
to W. A. Keeney, seal committee 
the Gettysburg Na- 


Johnnon—Heller; The marriage of 
Miss Mary Ida Heller, daughter oi 
Mr. and Mrs Fred Heller, of Gard­ 
ners, and Lewis Edward Johnson, 
son of Mr. and Mrs. George John- treasurer, at 
son. of York Springs, was solemnized tional bank. 
at eleven o’clock Thursday morning j 
at the Lutheran parsonage in Big- 
Santa Claus Here Friday Night: 
lerville. The Rev. Henry W. Sternal Heading the Gettysburg merchants’ 
performed the ceremony. 
Christmas parade Friday evening 
The bride was attended by Miss Santa Claus arrived here to open 
Bertha Johnson. 
i formally the holiday season as he 
• • * 
] led the procession of floats, nursery 
Waler—Shinhau: Miss Hazel E. I rhyme folk and representatives of 
Khlnham and Myie J, Waler, both of community organizations. 
Aspers, were married Saturday eve- ] 
Santa Claus was the center of at- 
ning at the parsonage of the cen- traction in the procession. He was 
tenary Methodist Epiaoopal church, close back of Borough Officer Dan- 
Westednster. 
lei J. Wolff in the police car and a 
Tile ceremony wa* performed by 1 tvii uncle Sam in \ striped suit 


Quantico, Va., Nov. 30 (A*) — The 
nation’s 
o l d e s t 
living 
enlisted 
Marine will say goodbye to the corps 
tomorrow. Ail six battalions of troops 
at Quantico will pass in review be­ 
fore 78-year old Master Sergeant 
Harry D. Bartley. A native of Coates­ 
ville. Pa , Bartley joined the corps 
in November of 1907. Wien he gives 
his final salute tomorrow he will be attkst- 


Section 
Three ut*ten 
that 
th* 
bond* 
are to be numbered from M-l to M-43 
inclusive, 
that they *hall be issued in- 
denominatK>n» of One Thousand (11.000.001 
Dollar*, intercut to he two and one-half 
per 
centum 
(2VyOO, 
payable 
aemi -an­ 
nually. 
Sectwm Four states that the bond* are to 
be 
callable 
in 
any 
interest 
period 
at 
par and if not 
ho called, the maturity 
datx-H of the bondn ar* net out. 
Section Five direcU the President of the 
H<»ard of 
School 
Director* of 
Menallen 
Township to execute the bundu. 
Section Six 
m-U out the form of the 
bond*. 
Section Seven *t*te* that th# bonds are 
ironer*I obligations of the School District 
and pledge* it* full fhith and credit U> 
the payment thereof. 
Section F.ight a ta tea that principal and 
interest on the honda shall be paid from 
tax*-.. 
Section 
N ine atatea th a t the existing 
debt <ioes 
not exceed the limitation* of 
the C onstitution of the Commonwealth of 
Pennsylvania nor of the Municipal Borrow­ 
ing Law. 
Section Ten atates that an annual tax 
of Four Thousand Five Hundred < ti.500.00) 
Dollars commencing with the tUcal year 
beginning July I, 1952 and ending with 
the fiscal year beginning July I, 
1962: 
establishes * sinking fund; and directs 
that 
the 
tax 
collected 
ahab 
be placed 
therein aud applied only to the payment 
of the interest and principal of said bond-. 
Section Eleven designate* the P resident 
and th# Sec rotary of the Hoard of School 
Director* of >*id brhool d i-trict to p re­ 
pare. 
verify 
and 
file the statem ent 
n - 
uuired by Section 209 of the M unicipal 
B o rro w e r Law. 
Section Twelve directs the S ecretary of 
the 
Board 
of 
School 
Director* of said 
»#h<x»l to file papers necessary and rela* 
I live 
th# bond issue w ith the D epart­ 
m ent of In tern al Affair*. 
THE BOARD OF SCHOOL DI- 
RECTORS OF THE SCHOOL 
DISTRICT OF MENA LLEN 
TOW NSHIP 
By RI SSELL E. W EANER, 
President 


C o s t M 
ore 


iTTT:H lfnr I. 
• 
rn 


completing 44 years and seven days 
of continuous active duty. 
PEARL K. WENK 
Secretary 


Pittsburgh, Nov. 30 (ZP) — Beth­ 
lehem Steel corporation — the na­ 
tion’s second largest producer — 
enters the annual negotiation ses­ 
sion today just as Union President 
Philip Murray is winding up his 
explanation of demands to U.S. 
Steel company, the industrial pat­ 
tern maker. 


NOTICE 
In re: 
E state o f (blear A. 
Lupp, late 
of the Borough of G ettysburg. Ad- 
am s County, Pennsylvania, deceased. 
Notice 
J* 
hereby 
given 
th a t 
letters 
testam entary upon the estate of the abov* 
nam ed decedent have been granted unto 
th# undersigned by the R egister of Will* 
of Adams County, P ennsylvania; all p er­ 
son* having claim s or dem ands against 
the estate o f .mid decedent ary requested 
and required to make known the sam e. 
and all persons Indebted to said estate 
are requested to make paym ent without 
Murray’s top chieftains meet with delay unJ°, 
J i^ T '^ '^ - 
Bethlehem negotiators in New York 
••— - • - 
WENTZ 
to talk over the 22 demands while 
Murray himself sits across the table 
from U.S. Steel representatives in 
Pittsburgh 


XftS York. Street 
Gettysburg, Pennsylvania 
« 
v 
e x e c u t r i x 
Or her attorney 
w>nal? p. McPherson, jr., esq. 
12a Baltimore Street 
C ?tt>*3burg r«m *y!v*ni* 


There are hundreds o f thousands of people who should 
be intensely interested in what we are writing here. 
They are the people who paid more for their cars 
than a Cadillac costs— a n d still d i d n t get a Cadillac. 
* 


You see— there are five manufacturers of motor cars 
who produce a total of twenty models which actually cost 


m o r e than the lowest-priced Cadillac. And during recent 
years, hundreds of thousands of people have taken title to 
these higher-priced models. 
Surely, a large percentage of these owner* did not 
understand, at the time of purchase, h9w little a Cadillac 
can cost. They assumed that a Cadillac m u s t cost more 
— because of its reputation. So they paid for a Cadillac 
— and still failed to get the things a Cadillac provides. 


Standard equipment, atees torus and trim illustrated arr subject to chan ft without notit** 


They failed to get the irresistible performance of its 
great master high-comprcssion engine . . . the soft, gliding 
ride that makes every road a better road . . . and the 
wonderful prestige which marks the Cadillac owner, 
throughout the civilized world, as a man distinctly apart. 
Surely, they won’t want to miss all this again. It’s 
a lot to lose— especially when it costs no more to have it. 


* 
* 
* 


If we already have your order for a Cadillac— please 
be assured that you have made a wise decision— and 
stand firm until your car is ready for delivery. 
But if we dont have your order— better come in and 
see us today. W e are certain you don’t want to pay the 
price of a Cadillac— and still not get one! 


GLENN L. BREAM, INC. 
IOO BUFORD AVENUE 
GETTYSBURG, PA. 
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th rep cents a bushel towards ad­ 
vertising. have already convinced tlv 
consumer that the Washington appl* 
is superior, and Washington state Is 
getting 
the 
price. 
Washington 
apples, in the stores, are selling at 
three cents a pound higher than 
your apples, and are selling twice 
as fast.” 
Growers 
must get from 1225 to 
$250 a bushel for their apples or 
they will be forced out of business;* 
Miller said. “We made a survey on 
Hie 1950 crop, according to standard 
accounting procedures, and found 
that it co : on an average $1.16 to 
produce a 45-pound box of apples, 
picked but unpacked, in the or­ 
chard. Most of you will think that 
figure is exaggerated But the cost. 
as determined by accountants, in 
1949 was $1 08 a bushel. 
Fourth Rad Year. Ile Bajra 
“At those figures you must get 
$2.12 per bushel packed in order to 
break even. You should get a as­ 
cent profit on a bushel of apples. 
Add to that ten cents for storage. 
35 cents for transportation, 35 cents 
for the middleman, approximately 
$1 for the retailer and you will find 
that a bushel of apples must sell. 
retail, for $417 if there Is to be 
profit for everyone.” 
Miller 
said 
the 
present 
year 
marked the fourth straight year at 
which growers have lost money on 
apples sold to processors In 1947 
when there was a $3 75 market, the 
growers mad* money. In 1948 and 
1949 the market top was $225. in 
1950 the price was $2 32 Since it 
cost $2 53 a hundred to produce, the 
growers were losing 21 cents a hun­ 
dred on every’ hundred they sold to 
canners in 1950 And this year with 
tile top vary mn from ll 70 to $2 IO 
the lo** was even worse 
“It is a situation ilia* neither the 
processor nor the gTower likes, and 
it is a situation where the growers, 
I for their own good must work with 
the processor Again it is a matter 
of advertising, of convincing people 
thRt they want more a wile products 
and at a better price.’’ 
Prrparr County Exhibit 
i 
Nelson Weber reported that 70 
bushel* of apple* have been placed 
in the Biglerville warehouse from 
which Adams county's display at the 
state farm show will be picked. He 
asked cooperation of growers in 
making up the display in January 
and in taking the display to Har- 
I risburg. 
County Agent Hartman and H ar­ 
old Steiner, supervisor of the Knouse 
orchards, outlined methods of mouf-e 
control in the orchards. Twenty 
bushels of strychnine and wheat 
bait prepared by Hartman have al­ 
ready been distributed and addi- 
I tional bait will be available within 
about a week, he said. 
A newer method of rodent control 
is the use of two pounds of zinc 
phosphate, one quart of vegetable 
■ oil, and one-half ounce of oil soluble 
methyl green dye on IOO pounds of 
I coarse cracked corn. Hartman said 
Steiner reported the methyl green 
method as having given good results 
; in the Knouse orchards and urged 
baiting in early September, if pos­ 
sible, as well as later in the year. 
Hartman aUo urged experimenta­ 
tion with warfarin, a blood thinner, 
which he .said he believes can bring 
excellent results under proper cornu - 


I lions. 


Florists 
• 
Household Goods 
II 
Miscellaneous 
• 
Automobiles for Sale 
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NATION AI, GARAGE CO. 
GOOD USED CARS FOR SALE 
1950 Packard. RAH OD, 
1950 Packard Ult. Drive, RAH. 
1950 Mercury Convertible, loaded. 
1950 Buick Special 2-dr, Every­ 
thing. 
1949 Packard <2) OD., RAH. 
1949 Ford Custom 2-dr. 
1948 Chry. * 6 * Royal SdO. 
1948 Packard Station Wagon. 
1947 Chevrolet e ta ‘ion Wagon. 
1943 Packard "6'’ cupper. 
1946 Olds. “76” 2-dr. Hyd , RAH. 
1937 Plymouth sedan. 
AT TOPPER S SERVICE STATION 
“We Finance Cars” 


Houses for Rent 
CHRISTMAS WREATHS for the 
cemetery, artificial processed or 
natural evergreen wreaths and 
blankets. Wayside Flower Shop. 


FOR SALE: Wheeling Cop-R-Loy 
Channel Drain Roofing, good as­ 
sortment of lengths. Biglerville 
Warehouse Co. Phone 4-J. 


I WILL be pleased to take care of 
your magazine subscriptions. Mrs. 
Roy M cLaughlin, 141 W. Middle 
St. Phone 727-Z-l. 


J ( S r 
ARRI VKI): 
Tile 
loveliest 
Jewelry you’ve ever seen. Thomas 
Bros., Biglerville. Open evenings 


For Sale: Apt. size gas range, 
electric range, Norge 6-room oil 
space heater, all like new; studio 
couch, platform rocker, breakfast 
sets. 
kitchen 
cabinets, 
dressers, 
chests of drawers, .single beds com­ 
plete, 2 3-room od space heaters. 
Where Low Overhead Means 
Greater Values 
WALK AY’S FURNITURE STORE 
Open evenings 7 ’til IO 
except Friday 


BULL CAU-' for sale. Poplargreen 
Sovereign 
Palmyra No. 
231393, 
born Feb. I, 1951; sire, Rag Apple 
Sovereign Joe No. 201165. was Jr. 
and Res. Ch. bull and Ontario b. 
A w. siiow In 1948. was first 2-yr. 
old bull res. A Sr. Ch. H&ldimand, 
b. A w show 1949; dam. Patricia 
Palmyra Oov. No. 755907. classi­ 
fied good plus as Jr. 2-yr. old, 
ROP record in Ontario. Herd T B 
and Bangs Free Paul Barney, I 
ml. from Harney on Emmitsburg 
Road Phone Littlestown 936-R-6 


5 ROOM home on Breckenridge 
Street 
Immediate 
possession 
Plione Emmitsburg 117. 


REAL ESTATE 
SURFACED PINE building lumber 
Flintkote Insulated siding, roof­ 
ing and building board. Phone 
Fairfield 16-R-21 E. L. McCleaf 


Lost and Found 


H oum a tor Sals 
LOST: 
BROWN and white wire 
haired terrier. Answers to name 
“Patches;* Call 950-R-21. Reward 


LOSI: LADY’S small black pocket- 
book. containing money and pa­ 
pers. 
in 
Texas Lunch. Findei 
please notify Mrs. Ruth HeLser 
29 Third St., Hanover Reward. 


FOOD SALE: December 8 at 8 AM 
Shank’s Hardware Store by Meth 
odist Church. 


FOR SALE: Year-around cottage 
on Little Concwago near New Ox­ 
ford, 4 rooms, closed-in porch 
Elec. water system Oil heater and 
clee. range included. $3,500. A. C. 
Garland. Realtor, Littlestown, Pa., 
phone 137. 


$6.3001 
Lovely residential section . . . at­ 
tractive 12-rm. home, with u- bath. 
3 porches, 
full basement: 
extra 
large lot 60x180; exceptional value 
at $6,300. . . . MUST SETTLE ES­ 
TATE! No. K-2750 WESTS J. C 
Bream Fairfield Rd., Phone: 68-Y. 


STORM WINDOWS 
All metal self-storing, 30 months 
to pay. RUSCO, 312 Baltimore St., 
Gettysburg. Phone 724-X. 
• Whore to Go • What to Do IO 
TEN-PIECE DINING room suite 
for sale. Priced to sell. Phone 
C26-X. 
ADAMS COUNTY’S Little Theater 
Group presents “Tile Apple of His 
Eye”—December 6 and 7. Hotel 
Gettysburg 
Aiuiex. 
8:15. 
$1.00. 
plus tax. 


75 RATS and mice killed “Star 
War Farm." 60c ib. 5 lb. Cana. 
Farmer size. Zerftng Hardware. 
MAJESTIC 
CONSOLE 
r a d i o , 
phonograph 
combination, 
radio 
operate* on AM, FM and 8W. 
good 
condition, call 
Biglerville 
48-W after 5 PM 


FOR HALE: 2 white and I cream 
male Persian kittens Phone Big­ 
lerville 934-R-2. 
1941 
BUICK, good motor, body. 
tires,' runs perfect, $325 00. Jack 
Zoellner Phone Obg 419-Y 
HOUSE TRAILERS: New A Used. 
Myers Trailer Sales, 701 McAllis­ 
ter St., ph. 9285, Hanover. Pa. 


FOR SALE: 25-ft„ 3-room house 
trailer, equipped with apartm ent- 
size gas range, refrigerator, show­ 
er, double sink, arnica w*., *,uv»- 
Therm heater. Doilies, venetian 
blinds. Uke new. $2200 Call 16- 
R-2 Fairfield, after 5 PM., Edgar 
M Glenn. 


Spacial Notices 
LOBSTER NEWBURG 
at 
THE ADAMS HOUSE 
PURE 
BRED 
English 
Collie 
puppies. Sable and white, beauti­ 
fully marked. Also grade puppies 
Phone 888-R-3 Mrs J M. Rider, 
Gettysburg R I. 


HAVE YOU A LEAKY 
ROOF OR BASEMENT? 
Seal It With Carbonite 
Liquid Mineral Rubber” 
5 Gallons For $8 75 
Written Guarantee For IO Years 
Apply It Yourself Or We Will 
Apply The Job For You 
FREE DELIVERY 
On Sale Only At 
J I HKRETER A SON 
West Lincoln Ave. at Reading R. R 
Telephone 361 


BINGO EVERY Friday night, As 
per* Fire Hall, nice prizes. Chick 
ens 
and 
Hams. 
Big 
Jackpot 
Special series for turkeys will b< 
played. Aspers Fire Company. 


HAM A OYSTER Supper, Fairfielc 
Fire Hall, Dec. 8 starting 4 pun 
Sponsored by Reformed Churel 
of Fairfield. Price, $1 25. children 


FOR THE CLEANEST CARS 
AROUND 
COME TO THE EDGE OF TOWN 
Hunt Ave. Servlcenter 
LATE MODEIjS 
50 Buick Sp. fldn’te . RAH. Dyna- 
flow Drive. 
50 Chev. 2-dr, RAH. 
50 Ford 2-dr , RAH 
49 Ford 2-dr. RAH. OD 
49 Ford Cl. Cpc . RAH 
48 Plym, 4-dr, RAH. 
48 Chev 2-dr . RAH 
’47 Chev, Aero. RAH. 
46 Chev. 4-dr , RAH. 
46 Buick Sdn’te, RAH. 
42 Font. 2 -d r. RAH. 
42 Punt Sdnte, RAH 
41 Ford 2-dr , RAH 
40 Buick Cl C pe. RAH 
HUNT AVE SERV1CENTER 
Baltimore Road 
Phone 74-Z 
H Mile South of Gettysburg 
H Wolfe 
F Spalding 


FOR 
SALE: 
Quality 
Fax range, 
good condition, reasonably priced 
Apply 155 E Middle Street. 


OH. BI RNER, used one season, 4 
to 6 room size. Price reasonable. 
John 
Eller, near 
Hunterstown. 
Phone Gettysburg 960-R-14 


PITPIES FOR Sale: Rat Terriers, 
Mack and tan. Allen Kump. Big­ 
lerville, Pa., R. I, on rood to Camp 
Nawakwa. 


26 ACRE fruit farm, WO bearing 
peach, 200 apple trees. 8 room 
house, 
all 
conveniences. 
Fruit 
stand and all other outside build­ 
ings 
mi. north 
Biglerville. 
Route 34, John M. Knox. Bigler­ 
ville R I. 


WANTED: 
SERVICE BTA HON 
ATTENDANT 
EXPERIENCED ONLY 


FOR SALE 
Upright Player Piano. Price $40 00 
Phone Biglerville 13-J 


20 FT. portable coal conveyor, price 
$200. New belt included. Apply 
Harry Krug, 237 York Bt.. Han­ 
over. Telephone 9181. 


FOR SALE: RCA 45 record player; 
also child's station wagon. Both 
like new . Call Biglerville 14S-R-23 


Poultry and Chicks 
SS 


HAMPSHIRE-ROCK fryers for sale 
4-lbs and up, live weight. Phone 
Mrs. Frame Donaldson, Fairfield 
2S-R-13. 


MAHOGANY LIVING room con­ 
sole table, opens into dining table, 
three extra leafs, two drop legs. 
excellent condition. Price $3000. 
Call 403 York Street. 


PROPERTY. 
TYRONE 
township, 
near 
Rock 
Chapel. 
Dwelling 
house, barn and other out build­ 
ings. Six acres ground 
House 
furnished complete. Also included 
'41 model pick-up truck Inquire: 
F L. Weigle, Heidlersburg. Get­ 
tysburg R. 4. 


NEAR GETTYSBURG! 
Beautifully-located 
poultry 
and 
truck farm, in outskirts of Gettys­ 
burg. handy U S 1 S . . . attractive 
residence, lovely private setting, 7 
Mrs., 
utilities, 
Ii replace, 
shaded 
lawn, gorgeous view; garage; 30x45 
barn; other bldg*; 30 acres. 24 till­ 
able. private .stream .. , ideal for re­ 
tirement. . . . ONLY $10 600! 
No. 
K-2746 WEST'S, J. C Bream. Fair­ 
field Rd, Phone: 68-Y BARGAIN 
LIST Fit EE I 


APPLY 


APPLER S GULF SERVICE 
CARLISLE STREET 
NICE FAT Leghorn fryers. 2% lbs 
Delivered in Gettysburg on Satur­ 
day mornings. Fill your locker 
J. Earl Plank, Gettysburg R. 2 
Telephone 778-W. 


Complete Set 
Good Used Bathroom Fixtures 
Phone 492-Y 
Clothing 
WANTED: BOOKKEEPER for Ta­ 
kable Gettysburg Concern. Write 
Box “57," c/o Gettysburg Times. 


FOR SALE: Plaid coat, green coat. 
and short fur jacket, size 14 
Cheap. CaU 149-Y. 


FOR KALE: 2 boy / Winter jackets 
pile lining, sizes 6 and 8. Reason­ 
able CaU 703-Z 


FOR KALE: Thooe delicious heavy 
fryers! Weugly, Weikert House. 
phone 253-Y 


KOR KALE: Pine Christmas tree* 
bv the truckload or small lots 
Phone York Springs 74-R -ll. 
J 


R. C. Allen cash register. Apply 
Gallaghe r s Texaco Service Sta­ 
tion. Buford Ave. 


FOR SALE: I 7-C& ft 
W< *lng- 
house refrigerator. exceUent con­ 
dition; I 7-cu. ft. Crosley Shelva- 
dor refrigerator, a good buy; I 
Quality electric range with ' deep- 
weli" 
cooker; 
I 
Westinghouse 
electric range, shows some wear; 
I Heatrola home heater, A-1 con­ 
dition. See these and other real 
buys at Service Supply Co., 17 
York Street. 


• 
Household G ood! 
18 


3-pc 
solid maple bedroom suites 
single, full size or twin bed*. 
$98.50. 
3-pc. 
mahogany 
bedroom 
suite. 
$162 50. with double drawer. 
3-pc. Walnut Waterfall with chest 
drawers, $119 50, or with cedar 
lined chest robe, $139.50. 
3-pc. Walnut Modern, $145 00. 
8-pc. Grey Walnut bedroom suite, 
$239 50. 
3-pc 
Boucle Living Room Suite, 
$269 50. 
2-pc. Lawson Living Room Suite, 
$189.50. 
2-pc Sofabed Suites in Tapestry Ac 
Duran another line Bol a beds 
from $59 50. 
Decorator Chairs. Large Selec­ 
tion Platform Rockers, Occasional 
Ciialrs Ac Rockers, Lamp Tables, 
End Tabfcs, 5-pc Chrome Dinettes, 
$59.50 up; 
5-pc. Maple Dinettes, 
Kitchen Cabinets, Base Cabinets, 
Utilities, Regular $59.50 Mattresses 
At Box Springs, $45 00; Innerspring 
Mattresses, $25.00 up; $39.50 Life­ 
time Posture Coil Spring, $27.50; 
Hollywood 
Bed 
Frames; 
Maple, 
Walnut At Mahogany Beds; Unfin­ 
ished Chest* of Drawers, $14.50 up. 
Unfinished Comer Cupboards. 
WALKA V S FURNITURE STORE 
Where Low Overhead Means 
Greater Values 
Open evenings 7 til IO 
except Friday 


rREK TRIMMERS. 
Steady year 
around employment Work out of 
Gettysburg area. Call Biglerville 
945-R-23 evenings 


EPISCO PO CHURCH Christina 
Bazaar Friday, Nov 30th, nom 
until 5 PM., and Saturday, Dei 
1st. noon until 9 PM. at Paris! 


CHICKS; Day-old arid started for 
eggs or meat. 
POULTS Beltsville Whit* Turkeys. 
THE L. R. WALCK HATCHERY 
Phone 241-J 
Greencastle, Penna 
“A Penna.-U, S. Approved 
PuUorum Passed Hatchery'* 


DAVE OYLER 
INVITES YOC TO 
CHUCK THIS U ST 
POR GREAT CAR VALUES' 
FIREMEN, EXPERIENCED: Per­ 
manent, 
year-around 
employ­ 
ment. Apply in person only, be­ 
tween 9 80 AM arx! 4 00 PM 
Dufly-Mott Co., In c . Aspers. NO 
PHONE CALLS PLEASE. 


FARM BUREAU certified Hybrid 
Seed Corn — Quick germination. 
High Yielding. Select Hie variety 
that best suits your soil. Early 
bookings mean extra savings. Place 
your order now! Adams County 
Farm Bureau Co-op., OettysbiFg, 
phone 390; New Oxford, phone 42. 


FOR KALE: African violets, num er­ 
ous varieties, just beginning to 
bloom. I and 2 year plants; a few 
Fringettes, nice for Christmas. 
$1.00 and $1.50 Apply 155 E. Mld- 
A f rn 
Sweet Caitr 
Wilmer E. Bream 
I Mile North of Biglerville 


TURKEY KLPPF.R, Mi. Joy Paris! 
House, Saturday, December 1st 
Start serving at 4 PM. Price UDO 


BINGO: FIRST party to be held on 
Friday evening, Nov 30, begird­ 
ing at 7:30 in the Harney Theatre 
Nice prizes and jackpot drawing 
Sponsored by the V FW of H ar­ 
ney, Md. 


ANNUAL TURKEY Supper At Ba­ 
zaar, Pines Church Hall, Dec 1st. 
Homemade cakes, cookies, candy 
At assortment of homemade a r­ 
ticles. Start serving 4 30. Adults 
$125. Children under 12, 65c. 


Mercury 4-dr., RAH, A 
nice car for 
$1395 
Ford convertible, sharp' 
Extra special 
$1195 
Ford tudor. RAH, OD, 
very good 
$1295 
Chrysler 4-dr. RAH 
$ 495 
Pontiac club coupe, RAH $465 
Pontiac 4-dr. 
... 
$ 385 


• Office, Store Equipment 28a 


FOR SALE: National Cash Register, 
good condition. Apply Otft Shop, 
37 Chambersburg Street. 


For Sale: 113 A Farm, brick house, 
heat. bath, fireplace. Hilo. meadow 
with stream, woodland. ‘I--ml off 
Rt. 140 Possession at once $14,500 
50 A. Farm, frame house, hot water 
twat, two baths, new floors, Vene­ 
tian blinds, modern kitchen. A 
tow’n home in the country. $18,000 
31 A. Farm, brick house, part con­ 
veniences, barn, chicken houses, 
meadow, woodland, machinery in­ 
cluding tractor. Rt. 40. $12,000. 
STANLEY R 8ELL. Broker 
E King St. Ext 
Littlestown, Pa 
Phone 20-J 


• Mal* and Foxnalo Help 14 


WANTED: COOK for small frater­ 
nity; preparations for about 23 
boys. Would help in steward work. 
No dishwashing. Three meals a 
day for six days weekly. Starting 
at $40 a week Call Phi Kappa 
Rho House, 481 -Z. 


FOR H\LE: Portable typewriter, 
good condition, price right. Write 
Box *'4,“ c/o Gettysburg Times. 
Lincoln 4-dr.. Hyd., RAH. 4.000 
mile* 
Mercury 4-dr.. RAH. OD 
Ford 2-dr., RAH 
Mercury 4-dr., RAH 
Mercury 4-dr., RAH. OD. 
Chrysler coupe, RAH 
Plymouth 4-dr., RAH 
Pontiac 4-dr. (2), RAH 
Dodge 2-dr., RAH 
Chevrolet 4-dr. H 


Wanted to Buy 
29 


STRONG LARD, kitchen grease, 
beef hides. Call us to pick up dead 
animals promptly and receive fret 
gift. John C. Ferry, Littlestown, 
Phone 219-R-5. We pay phone call 


i i VE POULTRY. Highest c u b m ar­ 
ket prices. Write Alton Qroth, 
Spring Orovz, Pa. Bea 484 


WANTED: 
STENOGRAPHER for 
r e l i a b l e 
Gettysburg 
concern 
Write Box “58," c o Gettysburg 
TUi.es. 


C A K II TO W V 
COM M UNITY 
Department Annual Fair - 
ruarv 7. 8 and 9. 
USED MACHINERY 
New Idea 4-wheel spreader on 
rubber. 
Ifasaey-Harrfta 4-wheel spreader on 
rubber. 
Massey-Harris 4-wheel spreader on 
steel. 
Masey-Harris 2-plow 101 Jr. Trac­ 
tor. 
Masse)'-Harris 2-plow, Model 30 
Tractor. 
Masse)-Harris 3-plow. LOI Super 
Tractor. 
Case 2-plow Model V.A.O. Orchard 
Tractor. 
New Holland Model 76 Hay Baler. 
All in First Class Condition 
O. C. RICE AND SON 
Opposite High Stool Buildings 
Phone 91-R 
Biglerville Pa. 


UM CARD party every Tuesday eve­ 
ning. 8 OO pm . Barlow Fire Com­ 
pany, Taneytown Road. Route IS*. 


WAITRESS, FRIDAY. Saturday A 
Sunday 7 P M to 3 A M Mitchell's 
Restaurant. 
DAVE OYLER MOTORS 
• Accessories • Tires - Parts 43 


ARE YOU looking for unusual sizes 
Iii used, new or recapped tires? 
Call Blue Ridge Oil Co, Seven 
Stars, 934-R-23, 


WE ARE in the market for new 
corn Please get in touch with us 
Central Chemical Corp . call 514 
Steinwehr Avenue 
Telephone 737 
HOME-MADE C AKES: Fruit, plain 
and nut cakes. Will u ke orders 
from now until after holidays. 
Drop a card or phone Biglerville 
24-R-2, 
Mr . Albert Gallagher, 
Biglerville R 2. 


CLOGGED BURNERS? Call us for 
prompt, efficient delivery of anti­ 
clog, 
anti-rust, Sinclair 
super- 
flame fuel oil and kerosene. Call: 
Thomas C. Brenner, Supplier of 
Sinclair 
Products, 
Gettysburg 
86- W . 


HERE S FCH)!) that can't be beat! 
{Snarks or dinners . . . at Sander./ 
Restaurant, just south of H un­ 
terstown. Closed Wednesdays. 


“HELLO JANE — Lets not go to 
Harrisburg Christmas .‘hopping 
You just get pushed around. Polly 
says Thomas Bros, in Biglerville 
have 
such 
lovely 
things, 
and 
they're open evenings, too ’* 


IF YOU have Christmas tree strings 
that need bulbs or repairs, call 
Biglerville 26-R-2, or bring to 
Richard Smelser, Arendtsville. 


Wanted: Waitress 
Apply 
DELUXE RESTAURANT 
Wanted To Buy 
Ping Pong or Table Tennis Table 
Call Gettysburg 1012-X 
SERVICES OFFERED 
WANTED: LADY between 50 and 
60 years, who is fond of children 
to make her home with us with 
salary. Call 877-R-12. 


HEAVY 
OLD 
chicken*. 
Highest 
price* paid for large flock*. Phons 
Biglerville 81-R 
• 
Moving Storage 
47A 


LOCAL AND long distance, serving 
26 Eastern states. II. E. Brtnker- 
hoff A Son*, Inc., 120 C arlile St., 
call 661. 


FOR KALE: Ps-Ton stake body 
truck; also 1948 Studebaker. good 
condition. Roy E Coldsmlth, 310 
West High St., phone 211-W, Get­ 
tysburg. 
GIRLS: BIGLERVILLE and Get­ 
tysburg, high school graduates to 
be trained as telephone operators, 
18-25 yrs. of age, excellent work­ 
ing conditions, pleasant associ­ 
ates 
Reply 
to chief operator. 
United Telephone Co. of Pa., Get­ 
tysburg, Pa. 


WANTED: 
HOUSEKEEPER 
f 
light housework, or part time 
work. Phone 622-Y. 


Wanted: 
Boy's Used 24-inch Bicycle 
CaU 343-W 


1946 Pontiac 4-dr. sedan, 
RAH 
_ 
$ 895 
1946 Pontiac 2-dr. sedan, 
RAH _ 
... ... 
895 
1947 Pontiac club coupe, RAH 1095 
1950 Chev. 2-dr.. H 
... 
1396 
1949 Ford tudor, RAH 
1296 
1947 Plymouth 2-dr sdn , RAH 895 
1939 Ford H-Ton Pick-up 
325 
ADAMS CO. MOTORS CORP. 
Phone 274 
York Street 


1941 DE KOTO sdn black. RAH. 
seat covers. Kenneth D. Bream 
W. Confederate Ave., call 205-W. 


WILL DO ironing and mending. 
Pick up and deliver Call 949-R- 
23, Mrs Albert Bowling 


• 
Plumbing and footing 
66 


For Sale 
Junior Violin 
Plume 56-Z 


8 SMALL shoats. O. W. BUiU&mith, 
I mile south of Cashtown. Phone 
Gettysburg 951-R-24. 
SEL MAN'S 
GENERAL 
plumbing 
open for immediate service, in- 
ntallaikm of bath* water systems, 
etc. Phone 953-R-2 
Classified 


Adits. 
Bring 
Results 


For Rent: Furnished Rooms 
On York Street 
Call Gettysburg 183-Y 
TRADE-IN 
FURNITURE: 
5-pc. 
breakfast suite, $24.50; $29 new- 
upholstered 
bar, HO; 
Trade-in 
Furniture Exchange, rear York 
Supply Co., Clark Ave., York. 


FANCY FEED bags. small 38~x46', 
large 38"x57*. Blackboard slate 
42x4' 
A 
6'. 
Arthur 
Weaner, 
phone 545-X. 


SEPTIC TANKS anc aes* pools 
clean ad. sanitary equipment. Max 
West. Phone Fayetteville 78. 
THIRD FLOOR apartment. Adults 
Apply 2nd floor, 64 West Middle 
Street. 
Asbestos is Quebec’s most valuable 
mineral. 
• 
Radio Repairing 
76 
BLOMME 
WHATS THE 
MATTER 
, 
DAGWOOO?, 
ARE 'AXJR V 
EARS 
J' 
BURNING ? J 


RADIO REPAIRING: AU maker 
and model*. Baker's Battery Serv­ 
ice. Opposite Postoffice. 


FIVE ROOM second floor apart­ 
ment in residential section, avail­ 
able about December 15th. WrUc 
Box “5,” c/o Gettysburg Tune*. 


LOOK AT THESE SPECIALS 
1950 Ford tudor, H _________$1495 
1949 Chevrolet 2-dr., H 
-___11295 
1941 Packard Conv. Cpe., RAH 
34a 
1932 Chevrolet 2-dr —- 
, 
<5 
1949 Pontiac 4-dr., RAH. Hydra. 
1949 Pontiac 4-dr., RAH, Hydra. 
1948 Chevrolet d b . Coupe. H. 
1948 Pontiac 4-dr., RAH 
1948 Chevrolet 4-dr., RAH. 
1948 Porn tao Station Wagon, RAH, 
Hydra. 
, 
1946 Pontiac sedan cpe, RAH. 
AU Cars Can Be Financed 
Open Evenings Until 8:30 PM . 
RALPH A. WHITE 
Pontiac Sales and Service 
15 N. Queen St. 
Ph. 27 Littlestown 
During the construction of North 
Queen street our used car lot will 
be at rear of garage on Locust St. 


I KNOW WHEN 
V HE HEAPS 
4 
ABOUT IT WEIL 
s - BE HT TO r. 
7 BE TIED 
Y 


coes oz 
KNOW Al 


• 
Houses for Ren! 
32 


FOR RENT: Large 9-room country 
home, 
aU 
conveniences, 
open 
stairway. 
Small 
4-room 
house 
joined by porch to muln house 
Both rented as one unit. We are 
interested in renting only to a 
good reliable party, as we are 
making improvements to Justify 
same. About IO minutes drive 
from Gettysburg. Nicely located 
along hard road. Renter, if he so 
desires, can rent small house to 
suit 
himself. 
Rent $65.00 per 
month. Must be able to furnish 
references. For farther detail con­ 
tact Daniel L. Tingling, Gettys­ 
burg and Taneytown road. Phone 
Littlestown 900. 


ocorge^ T rshwin 
JTAWI* 


NO. I HAVENT 
TOLD HIM. VET, 
I TOOTSIE t—■ 
(Continued from Page ll 
vertising apples here to make tour­ 
ists conscious of the county as an 
apple center. 
The need for advertising apples 
was pointed out by CarroU Miller, 
secretary of the Appalachian Apple 
service, in a talk early in the meet­ 
ing 
Miller pointed out that, “Apples 
must sell at about IO cents a pound 
retail, under present conditions, lf 
you growers are going to continue to 
stay in business. That puts apples in 
the semi-luxury to luxury class 
This means advertising. Washington 
state apple growers, who devote 


l> « tn r* t Today 7 OOV : Ii 
Toftturrv* 
?: JS-4 : 1S-7 
si 
w ig > M. 


SCORCHY SMITH 
W F ' 
^ 


| W 
e OVE* THE 0O0CT 
CONTROLS WHILE I < 
I INSPECT" THE EARTH JI 
L- CREATURE.'------- 


WE COULD HARDLY EXPECT 
AN EARTH CREATURE TO 
SPEAK W ITH AN A S T A * / 
ACCENT.' PUT A TELE WTW J 
VISOR ON IT.' A 


WHAT STONGE 
NOISES.'UKE AN 
A N IM A L .'^ 


AC/WOW RU 
3to*irvndX 
m ? / ; ^ 


SN Ion W\b 
ZLOW dzrc 7 
> P O N 
TAKE AN>r 
CHANCES, 
O BRAIN.' 


Tom orrow 
Gone AUTRY 
Valley of Fire 


1936 Buick Sedan 
Priced To Sell 
Apply 224 York Street 
Do stop In And See 
C. W. EPLEY’S IN-DOOR 
Automobile Display 
Of New And Used Cars 
Many Different Makes And Types 
C. W. EPLEY O 5RAGE 


SIX CYLINDER Chry> In- sedan 
New radio- 
. 
ai I good 
rubber. Kitzmiller* Service Sta­ 
tion, 300 West Middle St. 


For Rent: Storeroom 
On Cfliamborsburg Street 
Apply The Adams House 
DELICIOUS TURKEY DINNER 
SERVED SUNDAY, DECEMBER 2 
EVERYTHING TROM SOUP TO DESSERT 
Served 12 Noon to 6 P.M. 
ALSO PLATTERS and SHORT ORDERS 


FOR RENT: 4-room house, running 
spring water in house, garage, 
chicken house, large grounds, in 
Thalhclm's Park on Rt. 16 Phone 
Fairfield M-R-2. 


M V I 
Off 
if fliKkmiiffiii 
DONALD DUCK 


^I'LL TA<eTN'^ £ ; 
I THAT AND 
'A COUPLE O F jr: 
; b a t t e r i e s .*/ 
vee. a tm 15 
I mum Baft of VirnnboN 
Aion* SuojhhM frail 
(SU N D A Y EXCEPTED) 
SA Tlflt DA Y MA TWEES 
For Reserved Seat Tickets 
available Phone Hershey 266 
750 Cen. Adm. tents on sale 
Before oath performance at 
$1.00 Ti* induced 


Last Nile Tonite 
“COMANCHE 
TERRITORY” 


Saturday 
POI BLK KE ATI’HK 
“FRENCHIE" 
•nd 
“NORTHWEST 
STAMPEDE” 
SANDERS’ RESTAURANT 
Just South of Hunterstown 


You Can Buy-You Can Sell-You Can Tell In The Classified Columns 
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Littlestown 


CHURCH NEWS 


{'eatw ary M r tM lf t rliiirrli, the 
Rev 
Harvey 
B. 
Simons, 
pastor. 
Sunday. Sunday scnool, 9 30 a rn.; 
morning worship. 10.30 a.rn, sermon 
by the pastor; 7 30 p in Union Ves­ 
per service with the Rev. Charles 
Held. pastor of Mt 
J o y charge, 
< pea Jeer, 
Monday. Junior Fellow­ 
ship and Choir V trtttam L 7 pm at 
the church 
St. P auls Lutheran ehurrh. Rev. 
D. S. Kammerer, pastor. Friday, 
Interm ediate choir rehearsal at 6 
p m ; Saturday, weekly meeting of 
♦he Catlvechetical 
c la ^ : 
Sunday, 
Sunday s c h o o l 9:30 am ,; moraine 
worship. 10:30 a m . sermon by the 
pa tor on "The Coming of the R e­ 
deemer’*; C hristian Endeavor at 6 
p m 
with Jean Blooper as leader 
and 
Albert 
Stock 
in 
charge 
of 
Kames; 
Monday, 
7:30 
pm ., 
the 
m onthly meeting of Loyalty Sunday 
school rla>&. Mrs. Carl Baum gard­ 
ner, teacher, at the church. In the 
lorm of a Christm as party; alan the 
Quarterly meeting of the Friendship 
Circle Bible class at 7 30 p m. at 
the ho n e of the teacher. Mrs Lloyd 
Humbert, East King street, this also 
beme the Christm as party; Tu«s- 
day, 7 30 pm . the Mite society will 
meet at the home of Mrs. Annie 
Stambaugh, North 
Queen 'street: 
Wednesday, the council will meet at 
the church at 7:30 p.m. Thursday, 
Junior Choir rehearsal at 6:30 pm 
and Senior Choir rehearsal at 7 30 
p m 
Christ Evangelical and ReC«»rmed 
ehurrh. the Rev. O. Howard Koons, 
pastor Bundu', Sunday school 9:30 
*i rn : morning worship, 10:30 am 
sermon by the pastor; meeting of 
the Christian Endeavor society, 7 
nm ., with Berri M Sell a* leader, 
and Kenneth D Sell member of the 
junior rUss of the The ilovira! 'em* 
ir.arv. Lancaster, as are aker, the 
topic briny -"W here We CfOt Our 
Bible ’* Wednesday, monthly con­ 
sistory met Fin? a! the church at 
7 30 p ro : also a m eet'n? of the 
Women’s Guild al 7 30 pm . at the 
church, 
with 
Mrs 
G 
Howard 
Koons. leader Saturday, December 
6, Catechetical class at 1:30 p m. at 
the church. 
Redeemer's Fvwntrellcal and Re­ 
formed church, the Rev. Frank E. 
Revr.oids. pastor. Sat tare* aj\ from 4 
to 8 pan a baked ham su rfer will 
be served, sponsored by the com ­ 
bined oraantratjons of the church, 
tor the brnpfit of the equipment 
fund for the newly remodeled kltch-. 
en of the church. Mrs Theron W. 
S;ti* !?let chairm an of the general 
committee Stir day, Sunday seho**l 
9:30 a m : m orfnm worship, IO; 30 
am ., sermon by the pastor; Youth 
Felkiwsh p. 6 nm ., the leader. Fem* 
LePevre. Monday, meeting of the 
teachers of lim Children's depict- 
ment at 7 30: Tuesday. SSO p m , 
confirmation 
rn* tract ton 
at 
the 
church: 
Wednesday, 3:30, Junior 
chair rehearsal, and at 6 pm., the 
Consistory meeting in the social 
•social room of Hie church: Thurs­ 
day. Senior choir rehearsal at 7:30 
pm 
St. James Evangelical and lie- 
termed church, along the Harney 
road, ’lie Rev. Edward R, H m ine, 
past or Sunday icftoo; at 9 30 ani.; 
moraine worsl up at IO 30 a in., se i- 
mon by the pastor; 7:30 pm . ves­ 
per services. 
St. Luke’s Evangelical and Re­ 
formed cJiunJh, near White Hall, 
th* Rev Edward R Hamnie pa,* - 
tor. Sunday. Sunday school ut 9 
am . and morning worship at IO 
am . 
Graer 
Lutheran 
church. 
Two 
Taverns, the Rev. Oscar E I ceman, 
pastor. Sunday, Sunday school. 9 
ara,; m om m a worship IO am ., apr* 
mon by the pastor. Monday, m itt* 
•ne.s to the Ladies’ Aid society and 
the church council, at 7:30 o’clxk. 
at the church: Tuesday. Dec ll. the 
annual 
Christm as 
party 
of 
the 
Ladies’ Aid will be held at the 
church at 7 :30 pm , when Secret 
Pals will be revealed and there will 
be an exchange of gilts 
St. Alay MUS C atholic church, the 
Rev 
Edward J. S h an ah an , pastor 
Nuptial mass at 9 arn. Confessions 
from 4 to 5 p m . and 6 30 to 6 5 > 
p m .; find S aturday of the m onth. 
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a F ^ L I R A I C E S 


ELECTRICAL WIRING 
and MAINTENANCE 
KLIBIEFELTER 


o l E C T f t f C S E R V I C E 
H ifferville 
Phone 175 


Successful farming 
calls for the long look 


"The fulure of my 


farm depends up­ 


on the condition 


of the soil, year 


af t er ye ar . The 


folks at the bank 


have always been 


willing to help me in my soil conservation 


program with both advice and cash.” 


When you need help on any farm Financial 


problem, do not hesliaie to come see us. 


The First National Bank 


v O N T H E 
S Q U A R E 
S I N C E 1857 


Ca attytsb'jf g 
P e n n s y lv a n ia 


Member I rdi ral Deposit InM iram e Corporation 


FRIGIDAIRE ELECTRIC RANGES 
•fttZlL, Installed Free! 
Offer Good For 
Only One More Week 


Tai ta. 
DELICIOUS TURKEY DINNERS 
EVERY SUNDAY 


fcft 
* 
* 
SJF Moue Hoi JFaaM 
SM f lethal ladty . 
m iy^ fimi4iif 


Serving 
N e o n 


to 


(J P .M . 


S e rv in g 
N o o n 
to 


G P.M . 
COME IN! SEE THEM NOW! 


SCHOTTIE’S 
DAMS € 
E 


P rtcsd From S222.75 


o c m y S iiztT B .se 


PHONE KB 


Seafood and Steaks a specialty 
L IT T L E S T O W N , P A . 
ilP P Z .X A ro aC C S M P iM tfY 
31 C arlinle Street 
(Next to Majeitic Thsa re) 
G etty ib u rg P hone 119-Z 
-■ 
. 


devotions rn lionor of Our Lady of 
Fatima at 7 pm 
with C mfesaions 
to follow Sunday, m u m 7:30 and 
IO n rn. Members of the Sodality OI 
ihe Bbs-**d Virgin Mar, will attend 
the 7:30 mavs and receipt Holy 
Communion in a body, remaining 
after mas- to recite the office for 
the dead; 7 pm . devotions in honor 
of Our Lady of Miraculous Medals; 
Daily mass, 7:15 am ., Thursday, 
confessions 4 to 5 and 7 to 7:30 p la ­ 
in preparation for the first Friday 


a m. artd morning worship at 10:13 
am 


('hk'a$o, Ntn1, 30 
<A'i — Amos 
Alonzo S ta ff bs confident thut foot* 
ball, though havin'' 
its ups and 
down*, will .survive. 
The 89-year-old Stagg. a football 
coach for almost 60 years, told re­ 
pellers yesterday: 
"Tile values oi football are so well 
established and recognized by tile 
cd lieut loi^i I leaders of our colleges 
of the month. Friday. Holy Com- 
and universities that while the g*me 
mullion dlstributiKJ outside of mass, 
5:45 and 7 ain., and mass ut 7:30 
8t. John s Lutheran church. Hie 
Rev. Dr. Ralph Heim, professor of 
the 
Gettysburg 
seminary, 
supply 
pastor 
Sunday, Sunday school 9 


may be in danger I don't think it 
will be done away with." 


Quick freezing methods have now 
been worked out for 35 different 
fruits and 37 vegetables. 
It gives you a lot to be thankful for 


c h u t v u 
uf ■ A Aff! BL Bs 


WILL BE IB HIS 
LITTLESTOWN 
HEADQUARTERS 


In the Mehring Building 
Next to ZeHing s 
SATURDAY EVENING 
DECEMBER I 


To Greet The Children 
FROM 6 P.M. UNTIL 9 P.M. 


ALL WELCOME 


Sponsored by 
LITTLESTOWN CHAMBER OF COMMERCE 


L e t’s suppose that this is you. 
The car you’re riding in, as you can see, is a 
Buick. 


But what you can't see is the satisfaction which 
being behind that wheel brings to every day 
in the year. 


Take the feel of it — the way it goes into ac- 
tion when you nudge the gas treadle. Quick. 
Eager. Willing. N o effort at all. You just swoop 
up to the miles per hour you want. 


That’s because there’s a high-powered, high- 
compression, valve-in-head Fireball Engine 
under the hood that makes every drop of gas 
do extra duty. And it’s because there’s a 
Dynaflow Drive,* feeding that power back to 
the rear w heels as smoothly as cream flows 
ffona a pitcher. 


Take the w ay it sits the road. Balanced. 
Poised. Sure-footed. Snug. 


That’s because of a long list of things that Buick 


!**»• la H iN t f J. TATLOW, ABC NaA*a*k, avarjr Mo*chf m ining. 


engineers have done to its ride — including a 
to rq ue-tub e keel that keeps rear w heels 
tracking true—and soft coil springs that indi­ 
vidually cushion each wheel. 


Take the way it steers. Easy. Light. Firm. On 
a straightaway—or coming out of a curve —it 
seems to know what you want it to do. 


That’s because of something the engineers 
call Mfront-end geometry” — and because 60 
steel balls roll in their own little race track 
to ease each turn of the wheel. 


Take its room, its comfort, its smart good 
looks—and its price 


T hat’s easy to arrange. Just give us a call, 
and w e’ll do the rest 


*,<nnpmtrnt. men*mtriM. trim end m^drU nr» tnhjtet in rkunitt tritkottf nTe*. 
0 Si and a r <$ on Hod UM AS i lift, optional at M ira n u t on other Snrie* 


NO OTHER CAR PROVIDES ALL THIS: 


DYNAFLO W DRIVE* • FIREBALL ENQINE 


4-W HEEL COIL SPRINGING • DUAL VENTILATION 


PUSH-BAR FOREFRONT • TORQUE-TUBE DRIVE 


W HITL-GLOW INSTRUMENTS • DREAM!INB STYLING 


BODY BY FISHER 


W H EN BETTER AUTOMOBILES ARF BUILT BUICK WILL BUILD THEM 


Any way you size it up, here’s a car to make 
you thankful for your good judgment in pick­ 
ing it, against the field. 


All that is needed to complete this picture is 
you at the wheel of a flcsh-and-blood Buick— 
out on the road for a sample of what w e’ve 
been talking about. 


W a r r e n C h e v r o l e t S a le s 


LINCOLNWAY EAST 
CETTYS3UHG, PA. 


TUE GETTYSBURG TIMES, FRIDAY, NOVEMBER 30. 1051 
r u '. r - 
s k y e d 


£ W ' tr,?W 
- 
C h u rc h Services 


A l 
A l HU Comity 


Christian Science Society, 
IO Baltimore Street 
Service w ith Lesson -Serm on, "A n­ 
tie n t and M odern Necrom ancy, Allas 
M esmerism 
and 
H ypnotism , 
D e­ 
nounced." at 
10:30 a m ,; 
Sunday 
school at IO 30 a m . Services the 
first W ednesday of each m onth at 
7:30 p m . Reading room open every 
S aturday from 4 to 5 p m, 
Seventh Day Adventist. 
Odd Fellows Hall 
Jo h n O M itchell, pastor. Jo h n H 
W ard, assist Ant pastor, S aturday, 
w orship with serm on a t 9:30 a.m .; 
S ab b ath school a t ll a m . T hursday, 
prayer m eeting at 8 jim . 
St. Francis Xavier Catholic 
Tile Rev. A nthony F K ane, rec­ 
tor. l f yams a t 7, 9 and 10:30 a m ; 
S unday school at 9 45 a m ; Rosary, 
serm on and benediction a t 7 p m 
M asses Holy days a t 5:30, 7:30 and 
9 a m . 
Foursquare (im pel 
T he Rev. and Mrs H L Myers, 
pastors Sunday school a t 9 :30 a rn ; 
.w orship with serm on at ll a m .: D e­ 
fender C rusaders at 6 45 p m .; ev an ­ 
gelistic service at 7:30 p m W ednes­ 
day, Hour of Power, a t 7 30 p m 
S aturday, prayer sendee a t 7 p m ; 
Young People’s C rusader m eeting at 
7.45 p m 
Prince of Peace Episcopal 
T he Rev W illis R Doyle, vicar. 
F irst Sunday in Advent. Holy C om ­ 
m union at 7 30 a m ; church school 
at 10 45 a m ; Holy E ucharist and 
serm on 
at 
IO 45 
a m 
Tuesday, 
m onthly m eeting of the W om en's 
auxiliary a t th e hom e of Mrs Philip 
Noble at 8 p m . W ednesday, choir 
rehearsal at 
7 30 p m 
T hursday, 
m onthly m eeting of the vestry in the 
ijarish house at 8 p m 
St. Pauls AMI 
/io n 
The Rev J O Fountain, pastor. 
Sunday school at 19 a rn.; w orship 
w ith 
serm on. 
* M inisterial 
Fire.'' 
Holy Com m union and music by the 
youth choir at ll a m ; special wor- 
.ship service conducted bv the Rev 
Robert W K nechel and m em bers of 
his congregation. Holy Com m union 
and music by the senior choir at 
7 30 urn M onday, youth choir re ­ 
hearsal Tuesday Stew ardess board 
m eetfhg 
W ednesday, 
m i d w e e k 
praver service. T hursday. Religious 
T raining school and recreation. F ri­ 
day, gospel chorus rehearsal at the 
hom e of M’S C Ernest C arter 
Trinity Evangelical Reformed 
T he Rev Dr Howard fi h ’ev Fox 
pastor C hurch school at 9 30 a rn.; 
Advent Festival service at IO 35 a rn.: 
catechetical class at 5 45 p m ; fes­ 
tival 
vespers 
a t 
7 
p m ., 
church 
school board a t 8 p in M onday, the 
consistory at JI p in Tuesday^ junior 
choir at 3 43 n m : School rn R e­ 
ligion at 4 p m ; m eeting of Trinity 
Circle at the hom e of M rs FT! rn e t 
Yoder. 
Biglerville 
a t 
7 30 
p m 
T hursday, senior choir at 8 p m 
SI. James l utheran 
T he Rev Dr R alph R Orexh pas­ 
tor, Ray Evelan, student nsaiatant 
Sunday 
school 
w ith 
M en s 
Bible 
chias tau g h t by C C Culp at 9:15 
a.m .; w orship w ith serm on. ‘‘T he 
L eadership of Jesus," «*t IO 30 a.m .; 
Ju n io r C hristian Endeavor society 
a t 6 p m ; w orshm w ith serm on. "D i­ 
vine G uidance for Dally Living." at 
7:30 n m M onday. G irl Scout troop 
4 at 4 p m : Boy S m u ts at 7 p m ; 
W om en's 
Bible 
claw* 
C hristm as 
p arty at 8 p m ; Virginia Rowers 
M issionary .society at the parsonage 
w ith Miss M arcella M ehrina 
lead­ 
er. a t 8 p rn 
Tuesday. W eek-D ay 
Bible school and catechetical das* 
at 4 p m ; church council at 7:30 
p m ; 
M iudc 
Miller 
Rible 
class 
C hristm as 
p a r t y 
at 
7:30 
p m 
W ednesday, W om en's Mi>xionary so­ 
ciety and Silver Circle w ith Mrs 
O race H artm an and Mrs. C harles E 
W eskcrt. leaders, a t 2 p m .; 
Girl 
Scout trooo IO »t 3 45 *\m: senior 
high 
school 
choir 
at 
6 45 
n m ; 
•senior choir at 
8 o rn 
Thursday, 
four-county council of th e Am erican 
Legion 
auxiliary 
m eeting 
in 
th e 
m orning 
and 
luncheon 
at 
noon 
s e r v e d 
by 
th e 
M others’ 
chaw: 
Brownie troop at 3 30 p.m.; junior 
choir at 6 p.m.: junior high school 
choir at 7 p m 
Friday, F iftv-F lfty 
class C hristm as party at 6:30 p.m.; 
A ltar Guild at th e hom e of Mrs 
Jessie E asterdav at 7 30 p.m. S a t­ 
urday. 
catechetical 
class 
at 
1:33 
p.m. 
Memorial EI B 
The Rev H arold V M arch, pas­ 
tor. Sunday school at 9:30 a.m.; wor­ 
ship w ith serm on a t 
10:45 a.m.; 
spiritual retreat at the F irst S treet 
EUB church. C ham bersburg, at 7:30 
p m. M onday. M others’ class C h rist­ 
m as party in the church basem ent. 
Tuesday, W eek-D ay Bible school at 
4 p.m.; W om en’s society of W orld 
Service 
at 7:30 p m 
W ednesday, 
prayer m eeting at 7:30 p.m. S a tu r­ 
day. Youth for C hrist Rally w ith 
lim . 
F orgotten Valley," a t 8 p m 
Christ (College) Lutheran 
The Rev. W allace E. Fisher, p as­ 
tor. 
Dale 
Soderberg, stu d en t 
as­ 
sistant. C hurch school at 9:30 a.m .; 
tile service w ith serm on. “We Have 
a D eadline to M eet.” a t 10:45 a.m.; 
M en’s N ight w ith lunch, devotions 
by Dale Soderberg. program and a n ­ 
nual election of officers a t 6:30 p.m. 
M onday. W om en’s M issionary so­ 
ciety, program and an n u al election 
of officers at 2 p.m. Tuesday, m eet­ 
ing 
of 
the 
G ettysburg 
W om ans 
league in the Sunday school room 
a t 2:30 p.m. W ednesday. W om en’s 
Service G uild with th e C hristm as 
Story by Mrs. A W. B utterfield a t 
2:30 p.m.: junior choir rehearsal a t 
3:45 p.m.; church council a t 7:30 
p.m. 
T hursday, 
senior 
choir 
re ­ 
hearsal a t 7 p in. 
F irst B aptist 
The Rev. H erbert1. N. Brownlee, 


th a t Evangelical Lutheran, 
Emmitsburg 
The Rev. Philip Bowker, jiastor. 
Sunday school at 9:30 a.m .; 
the 
service w ith serm on, "W hat Tim e 
is I t? ’’ with special music by the 
C hapel and Junior boys' choir at 
IO 30 a.nv; baptism s a t 11:30 a rn ; 
L uther league a t 6:30 p.m.; vespers 
a t 7 p.m.; Sunday school cabinet 
m eeting at 8 p.m. 
St. Mary’s Catholic, New Oxford 
The Rev Robert D H artn ett, rec­ 
tor Forty Hours Devotions will open 
w ith a high m ass a t 7:30 a m ; low 
m ass at IO a m ; devotions, benedic­ 
tion and serm on at 7:30 p m M on­ 
day and Tuesday, m asses a t 5 and 
8 a m , Tuesday, closing of F olly 
Hours with procession of Holy Name 
society a t 7:30 p m 
First Evangelical Lutheran, 
New Oxford 
R et O E Shewer, pastor. C hurch 
.school a t 9 15 a.m .; w orship with 
serm on, “Tho Fulfillm ent of P rophe­ 
cy." a t IO 15 a m . S aturday, c a te ­ 
chise at 2 p m 
# 
St. Paul’s Evangelical Reformed, 
New Oxford 
Tile Rev A. C R ohrbaugh, pastor. 
Sunday school at 9 a m ; T h an k - 
Offering serries a t 10:15 a m ; film. 
"A W onderful Life," at 7:30 p m ; 
, Y outh Fellowship a t 8:30 p m M on­ 
day, catechetical clas a t 3 45 p m 
Emmanuel Evangelical Reformed, 
Abbottstown 
T hank-O ffering service a t 9 a m ; 
Sunday school at IO a m 
Hunterstown Methodist 
Tile Rev Amos D M eyers, pastor 
W orship with serm on a t 9 IO a m ; 
Sunday school a t IO 30 tin t 
New Oxford Methodist 
Sundav school at IO 30 a.nv; wor­ 
ship w ith serm on a t ll a rn 
l'ork V-wings Methodist 
Sunday school at 9:30 a m . wor­ 
ship with serm on wt 7:30 p m 
Trinity Lutheran. Arendtsville 
The Rev. Robert C Srhiebel, pas­ 
tor, Burdon Penson. student pastor 
W or hip with serm on. "A M an to 
Ft and 
in 
the 
G ap," at 9 
a r n ; 
.ch u rch school a t IO 45 a rn W ednes­ 
day. C hristm as Tea st 8 p m S a tu r­ 
day, December I, catechetical In­ 
struction at 10:30 a m 
H ou rs Lutheran, Mr Knights town 
C hurch school a* 9*30 a m : w or­ 
ship w ith serm on. "A M an to S tand 
in the G ap." et IO 45 a rn. S aturday, 
December I, catechetical instruction 
at 9 a m 
C line s EI B 
Til** Rev. II 
E 
K rone, pastor 
W orship with serm on at 9:30 a m ; 
S unday school at lh 30 arn 
Mt. T a bor ELB 
S unday school a t 1:30 a iti . w or­ 
ship w ith .sermon at 10 W a rn 
Mt. Zion EI B 
S unday school and w orship serv­ 
ice a t 9 30 a m ; evangelistic service 
in ch arg e of D r Clem H ershey at 
7 30 p m 
Mt. Calvary (Sheely*s) ETB 
The Rev 
Roger B urtner, pastor 
Bible school at 9 30 a rn. 
Mt Carmel EI B 
Bible school at 9 30 a m 
MD Hope E IB 
Bible school at 9 30 a m 
Mi. Zion Lutheran. Goodyear 
The Rev 
R 
H 
S tem a t, pastor 
Sunday school at 9 a rn .; worship 
with serm on. "T hy K ing Com eth 
U nto 
Thee." at 
IO a.m .; 
Ju n io r 
C h ristian Endeavor at 6 p m 
C h ris­ 
tian Endeavor a t 7 p m 
Upper Bermudian Lutheran 
Sunday school a t IO n m : worship 
w ith serm on. "Thy King Com eth 
U nto Thee," at ll a m. 
St. Jo h n s Lutheran. Hampton 
H ie Rev. Sam uel M Clarke, pas­ 
tor 
W orship with serm otv "Songs 
of Praise." at 10:05 a m ; Sunday 
school at 11:05 a m . 
•St. Mark's lutheran. Heidlersburg 
Sunday school at IO a rn.; rededi­ 
cation service with serm on by the 
Rev Dr. Harvey D Hoover. G etty s­ 
burg. at 2 p.m. 
St. Paul's Lutheran, New Chester 
Sunday school a t 10:15 a m.; w or­ 
ship with serm on, "Songs of P raise." 
at ll :15 a rn. Tuesday evening, m eet­ 
ing of the church council a t the 
hom e of M M. Sim m er. 
I itULAr VT ta r»v la £ ' fax rr lr 
ln tnri-* 
a ii* i v c f 
i t i i s FTI H r t / T 
r r n 
r i r r l u T 
T 
f T 
I S n 
The Rev. H arry S. Ecker, pastor. 
Sunday school at %:30 a m.; T h an k - 
O ffering service w ith serm on. "Tile 
M issionary Motive," at 10:30 a m. 
Idaville CB 
Tile Rev. Aube Dorsey, pastor. W or­ 
ship with serm on a t 9:30 a.m .; S u n ­ 
day school at 10:30 arn . T hursday, 


pastor. B aptist hour with th e pastor 
over W G ET at 9 arn .; Bible school 
a t 7 p.m.; w orship w ith serm on af 
8 p.m. T hursday, School of M issions, 
followed 
by th e regular m onthly 
business m eeting a t 8 p.m. 
< huroh of the Brethren 
T he Rev. R obert W. K nechel. p as­ 
tor. W orship w ith serm on, "F aith 
B rings 
A chievem ent." at 
9 a.m .; 
C hurch school at IO a m .: w orship 
w ith serm on. "F aith B rings A chieve­ 
m ent," at ll a rn. Friday, finance 
board and building com m ittee m eet­ 
ing in the church basem ent a t 7:30 
p.m. 
Presbyterian 
The Rev. Clyde R. Brown, pastor; 
C hurch school at 9:30 a m .: m orn­ 
ing w orship a t 10:45 a rn. w ith ser­ 
mon by the pastor to be broadcast 
by W GET; W estm inster Fellowship 
choir 
a t 
6:30 
p.m.; 
W estm inster 
Fellowship, 
7:15 
p.m.; 
M onday, 
W om en’s M issionary society at the 
m anse a t 2 p.m. w ith a C hristm as 
program ; Tuesday, C om m unicants’ 
class 
a t 
3:30 
p.m.; 
W ednesday, 
Scouts a t 7 p m. and board of d ea­ 
cons, a t 8 p.m.; 
T hursday, choir 
practice a t 7:15 p.m. an d Friday, 
Ju n io r choir at 4 p.m. 


prayer service a t 8 p m 
MI. Olivet LB 
Sunday school a t 9 30 a m .; Holy 


Com m union a t 10:30 a m. 
Heidlersburg I B 
Sunday school at 9:30 arn .; M is­ 
sionary service w ith address by Mr. 
Clem ens a t 10:30 a m.; w orship w ith 
sermon by th e Rev. Jacob Stover at 
7:30 p.m. W ednesday, prayer service t 
a t 8 p m 
Abbotlstou n Lutheran 
Tile Rev. Lester K arschner, p as­ 
tor W orship w ith serm on a t 9 a m .; 
Sunday school a t 10:15 a m .; L uther 
league a t 6 p.m. 
East Berlin Brethren 
The Rev. J. M onroe D anner, elder. 
Sunday school at 9 30 a m .; worship 
with serm on a t IO 30 a.m .; Bible 
school a t 7 30 p m, 
Hampton Brethren 
Sunday school a t 9 .15 a rn. 
Trostle’s Brethren 
Sunday school at 9 15 a.m .; wor­ 
ship with serm on at IO 30 a rn. 
St. Mary’s Catholic. Paradise 
The Rev. F rancis P. M ignot, rec­ 
tor Mass in the protectory at 7 a.m., 
and m ass a t 8:30 a rn in the church; 
benediction following the masa in 
the church; devotions in the chapel 
i s t 7 p.m. 
I one*ago C hapel 
The Rev. H arold Keller, rector 
Masses at 7 and 9*30 a m .; devo­ 
tions at 7 p.m. 
Salem ELB, Guldens 
Tile Rev. H arold V. M arch, pas­ 
tor W orship w ith serm on at 9 a m ; 
Sunday school a t IO arn. 
Trinity-Bender’s Evangelical 
Reformed. Biglerville 
The Rev. N rvln R F rantz, pas­ 
tor. W orship w ith serm on at 9 a m ; 
C hurch school at IO a m ; confirm a­ 
tion class a t 6 p m ; com dstory at 7 
p rn 
Zion Evangelical Reformed 
Arendtsville 
C hurch school at IO a.m .; wor­ 
ship w ith serm on a t ll a m ; con­ 
firm ation class at 4:30 p m S a tu r­ 
day. 
Decem ber 
I, 
turkey 
supper 
starting al I p m W ednesday, con­ 
sistory m eeting a t 7:30 p m 
St. Ignatius Toyota C atholic 
B uchanan Yalev 
H ie Rev. Louis J Yea er. reeler 
Masses at 8 and IO a in ; Sunday 
s"hool at 9 a m ; devotions at 7:30 
p m 
Mumtnaaburg Mennonite 
The Revs. Amos 
W 
M er and 
Roy M. Geigley 
pastors 
Sunday 
school 
a t 
9 
a m 
worship 
with 
hermon at IO a m 
Great C cne*a*o Presbvte*i",n 
The Rev H erm an D Beatty, pas­ 
tor. Sundav school at 9 30 a m 
worship w ith serm on a t 19:3') a ni 
Bethel 
Mrnr onitr, M"inm;tsl»ir^ 
The Rev* 
T he Rev*. A A. I.in d i 
H ic Rev 
a A. Land s and P an' 
I ant y pastors. Sunday school at 
9 30 a m .; worship with sermon at 
10 30 a m 
St. Joseph's C athole. I mmitsburg 
The Rev. Jo h n D. Sullivan, rec­ 
tor Mashes a t 7. 8:30 and IO a in 
M onday, novena of the Im m aculate 
Conception at 7:30 p m 
St. Mary’* I athnlie, Fairfield 
H ie Rev. F rancis J. McCullough, 
rertor M asses at 7 and 9 a m 
Incarnation Evangelical Reformed 
I mmit«burg 
The Rev. Edm und P W elker, pas­ 
tor. S unday scliool at 9:30 a m ., 
worship w ith .sermon at 10:30 a m . : 
St. Paul a Lutheran, Harney 
H ie Rev C harles E Held, pastor 
W orship w ith serm on a t 9 a m .; 
Sunday school at IO a m . 
Mi. Jov Lutheran 
Sunday school at 0:30 a m ; wor- I 
ship with serm on a t IO 30 a m . 
Bender*# Lutheran 
H ie Rev. H. W S tcrn at, pa*tor. 
Sunday school at 8:30 a.m .; w orship 
with serm on, "H ie Challenge if the 
L aw n,” 
a t 
9 30 
a m . 
Tuesday, 
catechetical class at 6:30 p m T ues­ 
day, m eeting of th e W illing W orkers 
class a t the hom e of M rs Noel at 
7:30 p m 
St. Paul s Lutheran. Biglerville 
Sunday school a t 9:45 a m.; w or­ 
ship w ith .sermon. "H ie Challenge 
of the Dawn," at ii a m Tuesday, 
catechetical 
class 
at 
6:30 
p m 
W ednesday, midweek prayer service 
a t 7:30 p m . 
F irst M ethodist, Wrnksvilli- 
The Rev. R ichard H. L V unam an, 
pastor 
W orship 
w ith 
serm on 
at 
9:30 arn .; S unday school at *10:30 
am . 
First Methodist. Orrtanna 
Sunday school at IO a m.; worship 
with serm on a t ll a m.; m onthly { 
official board m eeting at noon. 
Centenary Methodist, Bendersville 
Sunday .school at 9:30 a n i.: w or­ 
ship with serm on at 7 p.m.; m onthly 
official board m eeting at 8 p.m. 
The 
s e r m o n 
subject 
for 
all 
churches will be “The Big F isher­ 
m an's M aster." 
Centenary EUB. Biglerville 
Tile Rev. L averne E. R ohrbaugh. 
pastor. S unday school at 9:30 a ni.; 
worship w ith serm on at 10:30 a ni 
Tuesday, chdir 
rehearsal at 
7:30 
p.m. T hursday, W om en’s Society of 
World Service a t 7:30 n m . 
Bethlehem EUB, Center Mills 
W orship w ith serm on at 9 a ni.; , 
Sunday school a t IO a.rn. 
Trinity Lutheran, East Berlin 
The Rev. Lester K arschner, pas­ 
tor. Sunday school a t 9:15 a.m .; ; 
worship w ith serm on at 10:30 arn . 
Bermudian Brethren 
J. 
Albert 
Cook, 
elder. 
Sunday 
school a t 9:30 a.m .; w orship w ith 
serm on a t 10:30 a m. 
Koltzschwamm Lutheran 
Sunday school a t 9 a m .; worship 
with serm on a t IO arn . 
Iloltzschwamm Reformed 
The Rev. Jo h n S. Royer, pastor. 
Sundav school a t 9 arn . 
Bethlehem Lutheran, Bendersville 
T he Rev. Dr. O. D. Coble, p as­ 
tor. Sunday school a t IO arn.; wor­ 
ship w ith serm on a t l l a m. 
St. Jam es L utheran, Wenksville 
W orship w ith serm on a t 9 a m .; 
Sunday school a t IO a m 


Sunday School Lesson 


By 
Ro* Dr. HowaH R. and Matqarot C. Gold 


D OUBTING AND D ISO R L D IL N I 
PEOPLE 
Number# ll: 1-11 
M emory Selection: If we conf es* our 
sins, he is faithful and righteous 
to forgive us our sins, and 
to 
cleanse lls from all u n rig h teo u s­ 
ness.—I Jo h n I: 9 
T h e discontent of the Israelites in 
th e ir journey from Egypt tow ard 
C an aan cam e to a clim ax in th e leu 


con Bf-l imned for today Frequently lr. 
their long expedition they "m u r­ 
m ured.” that is found fault, bec o re 
of their 
lrardships 
They 
blamed 
Moses, their leader, and even J e ­ 
hovah for having brought them out 
of Egypt. In th eir dark m om ents 
they com pared th eir present condi­ 
tion with w hat they had even aa 
slaves, and wished often they were 
back again am ong the "flesh pots" of 


Egypt. B elter to liave died rn th a t 
country th a n out here in the w ilder­ 
ness. T heir attitu d e Is under.’limn 
able. For more th a n a y»ar the*, 
had Journeyed under circum stances 
th a t were trying They were free but 
had been accustom ed to slavery for 
a hundred years and th a t way of 
living did not now seem as dreadful 
as it once had 
Doubt 
Q uite Deviously the h ard pressed 
jieople doubled this whole enterprise 
of freedom in a better land. They 
rem em bered th e glowing prom I es 
m ade to them but saw no hopi' of 
th eir fulfillm ent. They forgot th a t 
th e lo rd had again and again come 
to their aid and .supplied th eir need i. 
Bern use the people doubted t h at God 


would provide for them fear pos­ 
se sed th eir hearts. So they last th eir 
co’ rare. T here is nothing quito equal 
to fear to sap our courage and m ake 
us cowards. In the long years since 
the day of the disheartened Hebrew’s 
we have not yet escaped the harm 
that fear can do. W hen faith goes 
out fear comes in One can readily 
observe in daily life to w hat ex­ 
trem es fear can drive us. In the case 
tie 
Israelites their 
leadership 
m ust go 
Aaron. Moses and even 
God m ust be replaced. 
A nother cap tain m ust be chosen 
who would lend the people back to 
Egvpt. O pen rebellion was sim m er­ 
ing. In m any a great undertaking a 
like situation h as arisen. Columbus. 
in his venture, was but a short way 


out from Spain when m uttny broke 
out am ong his sailors. They wanted 
to go back But their leader quelled 
it and so they sailed "On. and on, 
and o n f" 
Faith to the Rescue 
W hen the rebellious people gath­ 
ered around Moses and Aaron the 
first reaction of the two leaders was 
dismay. Was this to be th e end of 
the enterprise which they h ad un­ 
dertaken at the Lord’s direction’ 
They h id hesitated, but once th e 
lcsponsibllity was accepted they had 
given them selves untiringly to the 
lark. H iey now looked at the situ a­ 
tion witli true alarm H ad ail their 
cm * avor resulted finally In this? 
Had they failed? W ho has not had 
iPlease turn to page it 
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Ye*, definitely ( 


Startled? W hy? How do you answer Lucy when she con es to the 
breakfast table and announces, ‘‘I’m not going to school today!” You 
know, Lucy goes. 


How do you answer when Lucy comes in besmudged with dirt and 
says, ‘‘I’m not going to take a bath!” You know, Lucy bathes. 


How do you answer when Lucy, threatened with illness, says, "I\n 
not going to take that m edicine!” You know, she takes it. 


W hy all this tim idity, then, in the realm of spiritual guidance and 
moral training? Going to wait and let her decide what Church she'll 
go to when she s old enough? Don’t fool yourself. By that time she'll 
probably believe that a decision neglected by her parents during her 
first tw enty years m ight not be necessary at all. You didn’t watt until 
she was ‘‘old enough ’ to decide she should go to school. 


Afraid she ll later succumb to the old story about “ . . . . too much 
religion when I was young . . . . parents made me go?" This tale is 
obviously false. Just because she takes a bath tonight doesn’t mean 
she’ll discontinue them at the age of twenty-one. 


W hat shall I say to Lucy when she announces she doesn’t like 
Sunday School and Church. That’s easy. Be consistent. 


By firmness and example you can show her that church-going is a 
necessity. And in later years, she w ill thank you for bringing into 
her life the greatest values a mature person can possess— Christian 
habits and ideals. 


- " S f l S V f J I ; — 
t 
11 '* a storehouse s an^ Good nu 


ZI 


Sr-tfi?^£5*2nd& 
k* <«I 


•y«"<1 rood Y0U, 
10 


Munday 
Munday 
Tuesday 
Wed ne.day 
*hur»d*y 
Priddy 
Saturday 


Book 
EP5e»ijn« 


Luk* 
Luke 
ll Timothy 
J* Timothy 
kptoe*iani 


Chapi 


<♦ mt»* nit, Kristvf Adv 
«rr, '* fro# bor*. 


l h is Scries of M essages is Being Published Pitch W eek in I he (Jcttysburg lim e s l i n d a 
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AERO OIL COMPANY 
A tlantic Petroleum Products 
New Oxford, P a. 


JOHN H. BASEHORE 
Justice of the Pe,tee 
G eneral Insurance 
G ettysburg, Pa. 


BOOKMART-STATIONERS 
N. A. Mel! sakes 
G ettysburg, Pa. 


BRITCHER A BENDER 
Drug Store 
C ham bersburg S treet 


E. D. BUSHMAN 
G eneral M erchandise 
Arendtsville 


CALEDONIA PARK IN 
THEATRE 
Harry Clay Bondurant 
Orrtanna, Pa. 


DUFFY-MOTT CO. 
Incorporated 
Aspers Mill 


C. W. EPLEY SHOWROOMS 
GfUysburK. P en n .. 


FEESER S DAIRY 
.Milk - Cream - Ice Cream 
Delivery: Littlestown - G ettysburg 
Phone 52-M, Littlestow n, Pa. 


FIRST NATIONAL BANK 
OF FAIRFIELD 
M ember of Fed. Deposit Ins. Corp 


GETTYSBURG 
APPLIANCE STORE 
Phone 623-1 
22 C ham bersburg St. 


GETTYSBURG 
BUILDING SUPPLY 
225 S. Franklin St., Gettysburg, Pa. 


GETTYSBURG 
SHOE REPAIR SHOP 
IP) Baltimore St. 
Phone 553-W 


GETTYSBURG THROWING 
COMPANY 
G ettysburg, Pa, 


GETTYSBURG 
MONUMENTAL WORKS 
K. M. Soh). Prop. 
North W ashington Struct 
Hear Farm B ureau 


PENN CERAMIC 
MANUFACTURING CO., ING 
\spers. Pa. 
Telephone Biglerville OH 


N. O. SIXEAS 
General Electric Appliances 
And Complete Home Furnishings 


the Auspices of the 
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JOHN S. TEETER A SONS. INC. 
Stone Quarrs 
Gettysburg K. I 


TIMES AND NEWS 
PUBLISHING CO. 
G ctt)-'burg, Pennsylvania 


TOBEYS 
I or I ariies’ Apparel 
13 B altim ore M rret 


WEISHAAR BROS. 
at M arine’s 
Gettysburg, Pa. 


DANIEL L. YINGLING 
Farm Equipm ent 
G ettysburg K *. 
Phone Littlestown R02-K-32 


GEO. M. ZERFING 
Gettysburg 
Littlestown - Taneytown. Md. 
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ceedinp good land." Tile 12 "spics” 
had seen the same conditions. But 
IO of them had rrmde their observa­ 
tions through eyes of fear, while two 
had seen through eyes of faith. Right 
there lies the difference in many 
a situation. 
, 
'J he el merit of faith is the decisive 
factor. Few im portant situations are 
so clear that conclusions and action 
are immediately obvious. Confidence 
has a part in any great undertaking. 
An Inventor, or an explorer in any 
are of hum an Interest knows that. 
Final Authority 
The reaction of the revolting peo­ 
ple was to stone Joshua and Caleb. 
That is often tile reward of pioneers 
in great causes. History Is full of 
such experience?. But "the glcry of 
the Lord appeared.” It is th a t way 
in all events th a t Involve tru th and 
right. Tile plans ol the Divine will 


L i u le s i o n t i 


*?a1 
Ti. R trg ’e*. Jr.. chairm an of 
he cast committee 
and las Tona 
>ay 
p ro f'ss onal drama*I" coach 
who arrived in town to 
th** 
O k e - Sm iter Post No. 321. Amer- 
4m n Legion, in the presentation of 
the comedy. "Crazy Dare.” for the 
benefit of the communitv a ^ b u ’a n 'e 
fund have a n n o u n c e th at Joseph 
P. Long has been chosen to portray 
the laugh-provoking role of Tobv 
Jone* A nchor im portant part. that 
of L o rry Ann Sakes, will be taken 
by J ickle Baughm an R u d i s 111 
* '"’’ a rr Da^e” is to ne presented on 
Thursday and F rd av n ’ght*. De­ 
cember 6 and 7. in the high school 
auditorium O ther well known local 
people who will portray characteri­ 
zations in the play are David Kam- 
merer. Jr.. 
as 
Herbert 
Williams. 
ruled bv his "w'mrr.en folks,” in­ 
cluding 
his 
m other-in-law. 
In a 
Crabb. who is El'.zrbeTh M rhr 
and h's wife, Vera. * .-styled a* I * fo­ 
rmat. nlaved bv Mrs Albe’i IT Mil­ 
ler; h*« daughter. Donrthv 
h mice. 
Plunkers provides the love inte • >t, 
together with Phil Newbern*, played 
bv Stewart N. Long who a 1 ' sings. 
Vera and Im a have d e n . i that 
Doro hv will m arry Com.? 
Ce. ii 
Siss'ngham in the person of W arren 
C. Ham er “I ittle Aurir*. ” w ho Is 
ln*o everything, will I 
“8n«H>ki**" 
Ham er. W ilbur E Mat kiev will por­ 
tray Asa Post. to rourd out the 
IO charartem in the play. 
The entire production Is f’lll of 
laughter and fun. and on** of ?h»* 
mo«t humorous parts rf the evenin’ 
will be the Family Album and th* 
N gh’mare Wedding party in wh’ch 
prominent local citizen will appear, 
dressed as women. 
Purges* I«*oe* PncHunMion 
Burgees Herbert J Mot ter hos is­ 
sued a nroclamation to the effect 
that all Legionnaire,*' seen en th** 
streets of the communi 
on 8 « 'a r- 
dav between the hours of I and 4 
pm ., without a lady's hat on his 
head, will be fined two tickets to 
‘‘Crazy Daze” as Pa linda y has been 
deadened by the post as Crazy Hats 


$200 million in entertainment! 


FOOD 
SERVICE 
Until ll P.M . 


HOTEL 
GETTYSBURG 


Sawmills, ThrfsHsrs, P««nwf 
Tractors. 
Power 
Units. 
e*d 
Pickers, & Belen 
Equipment for All Ferm^NeeJs 
Power Farming and Sawmill Machinery 
Sales and Service 


Whether you need equipment for plowing, harrowing, seeding, cul­ 
tivating, harvesting, threshing, mowing, chopping, silo filling, baling, 
manure spreading, hammer-milling, dehydrating, sawing, planing, 
hauling, lifting, or belt work, we can furnish you a machine of the 
atte and type to meet your requirements. 
Visit our shop today! 


IFN VOW* 
ii, rat***, 
7S WO** w *** 
Maurice E. Dugan 


Funeral Director 


Tactful. Discreet 
and Sympathetic 
Services 
Phone Cutlerville 9I0-R-21 
BENDERSVILLE. PA. 
BiAiKMYim m im m 


home remedy to relieve 
miseries of child’s cold 
greatest entertainment . • • 
on the clearest pictures ever 
seen. Get G-E, built to over­ 
power interference, override 
distance even in TV’* tough­ 
est reception sp ots! See 
Model 17C114. Hand-rubbed 
genuine mahogany t 
veneered cabinet. 


W 
E'VE got it! The gift 
th a t brings the big 
stars, the big shows into 
your home for just a fewr 
pennies a day! That's all it 
costs for G-K Black-Daylite 
Television. T hat's all it 
costs for your own private 
sh o w in g of the w o r ld ’* 


Poreqe H er,titer* 
ViSJSS 
Corn Huiker-Shraddart 


Buy From 
Gettysburg's Own 
MONUMENT DEALER 
Highest Duality 
Lowest Price 
GETTYSBURG 
MONUMENTAL WORKS 
R. M. Bolti, Prop. 
Phone 4K7-Y 
North Washington Street 
Rear Farm Bureau 
APPLIANCES and FURNITURE 


Chambersburg and W ashington Sts. 
Phone 503-X 
GETTYSBURG, PA. 
50-50 Famous Sweet 
MOLASS NEAL 


Defendable 
FAPMR1TE 
Quality 


The Perfect Feed for All Your Livestock 
• DAIRY 
# CATTIE 
rn POULTRY 
• SWINE 
Especially Good for Steers 
A TRIAL SHIPMENT WILL CONVINCER YOU 
Order a trial fciiiprrrnt. feed it and in a short time vou will 
notice a better cond t«on in your livestock and poultry, to­ 
gether with a better yield of m*lk and egga. 


Manufactured Only by 
Gins FROH J. T. PITZER S 
are the FINEST 
LOOK AT THE NATIONALLY KNOWN NAMES 


Gettysburg 
Phone 514 
Siylemarl * Ready Made * Stylemarl 
Suits - Topcoats • Overcoats 
The Finest Available Anywhere 
In Gettysburg, Only at Pitzer s — Styleraart 
ALL LINES OF 
INSURANCE 
Perfect 
Fit • Style - Fabrics 
TAILOR-MADE SUITS 
and TOPCOATS! 


learner Permits 


Auto-Title Transfer* 


III Kind., of Permits and Forms 


Collection mf F writs 


Collection of Accounts 


Other Justice of the Peace and 
Notary Work 


All Lines of Insurance 


Finest Domestic and Imported Fabrics 
Size Ts No Problem - lust Bring In His Old 
Suit or Coat. We'll Match it! 
JUSTICE OF THE PEACE 


Murphy Building 


GETTYSBURG, PA. 


TUXEDOS 


Philco 
2140. Cabinet 


« equipped with cotter*. 
LEATHER and ALL-WOOL 
JACKETS 


U H O U R T A G S E R V I C E 


Really Nice 
Rugby Sweaters and Sportswear 
TOPCOATS 
SWANK JEWELRY 
FOR MEN 


Imported 
RAJURA CASHMERES 
and 
HAND-WOVEN TWEEDS 
Pig Skin and Fur Lined Gloves 


RESIST0 and 
KNOX HATS 


IMPORTED 
TWEED 
SPORT COATS 
The Easiest 
Way 
To Give 
GIFT 
CERTIFICATES 
From Pitzer's 
MANHATTAN 
SUPER POWER FRINGE 


AREA TV 


Chassis Using Gold-Piated 


Elements In The Tubes 


mbeam 
No finer products can be pur­ 
chased anywhere. Buy this 
famous name in . . . 
FREE 
GIFT 
BOXES 
With Your Purchase 


R A D I A N T C O N T R O L 
TOASTER 
J 
SHIRTS 
PAJAMAS 
HANDKERCHIEFS 
NECKTIES 


IRONMASTER 


MIXER 


WAFFLE BAKER 
USE OUR 
LAY-AWAY PLAN 
Small Deposit Will Hold 
Any Item Till Christm as 


Opposite Post Office 


Phone 422-Z 


OPEN SATURDAY NIGHTS 


135 Baltimore Street 
Gettysburg, Pa. 


We Clean. Press and Repair Everything You Wear' 


GETTYSBURG, PA. 
LINCOLN SQUARE 
PHONE 125 
37 BALTIMORE ST 


FAGE K IG in 
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STATEMENT BY 
CAUDLE TOUGH 
TO UNDERSTAND 


By JAMES MARLOW 


W ash in g to n , Nov. 30 (AV-It s hard 
to understand a statem ent made by 
Theron 
Lamar 
Caudle, 
recently 
tired by President T rum an from his 
job as assistant attorney general. 
He was in charge of the Justice 
D epartm ent’s tax division 
which 
examined income tax fraud cases 
and had final say on whether they 
should be dropped or prosecuted. 
Caudle has been testifying before 
a subcommittee of the House ways 
and means committee which has 
been investigating the handling of 
tax cases in the Justice Departm ent 
and the Internal Revenue Bureau. 
Tremendous Pressure 
Before a tax fraud case reaches 
the Justice D epartm ent’s tax divi­ 
sion it has pasted through many 
hands and been investigated bv' the 
Internal Revenue Bureau, whose job 
is to gather evidence for prosecution. 
Caudle 
told 
the 
subcommittee 
th at 
tremendous 
pressure 
had 
been put on him —when he was 
considering the fraud easel, laid 
in his lap for decision—by mem­ 
bers of Congress and others. 
He hurriedly added th at no one 
ever asked 
him to do anything 
wrong 
Caudle 
said 
members of 
Congress frequently found it difficult 
to believe a prom inent c o a g m e n t 
liad done anything wrong. 
But after a conference the m em ­ 
bers of Congress sometimes changed 
their minds, Caudle said. He added 
that a ‘ good many innocent people 
have been completely exonerated” as 
a result of his conferences 
Held Unlikely 
Then 
he 
made 
the 
statem ent 
which is hard to understand He saki 
some of those accused of tax viola­ 
tions didn't even suspect th at they 
had violated the law 
One 
Internal 
Revenue 
official, 
asked about this, said he couldn’t 
understand it since any tax fraud 
which reaches the Justice D epart­ 
m ent has been investigated pretty 
well. 
He said "a suspected person must 
know som ething’# wrong with his re­ 
tu rn when revenue agents have gone 
around to check his books." 
And when I asked an official in 
the Justice Departm ent about this 
same ootnt, he said it's possible a 
case could reach the d e p a rtm e n t- 
after all the investigations—without 
the suspect having a ry idea he’s in 
trouble—but it's not likely. 


Girard Student Wins 
State “Voice” Contest 


L a n c ie r , Pa.. Nev, 30 
— EU- 
gene Halpern, twelfth grade pupil at I 
Girard college In Philadelphia, is 
the winner of a state-wide Voice 
of Democracy contest sponsored by 
the Junior Chamber of Commerce. 
In all, 43 entries were considered. 
Halpern, nam ed Wednesday n ig h t.1 
is eligible to compete in the national 
contest in W ashington. He receives 
a scholarship to Drexel Institute of 
Technology for winning the state j 
competition 
There was a four-wav tie for sec­ 
ond place, all girls: M argaret E. 
Padgett, 17. of Sunbury; Barbara 
Jean Butts 18. Oil City; Joan Ber- j 
nadette Horvath. 17. Allentown: and 
Nancy Joanne Portna, 17, Reading. 
Halpern wrote his own speech on 
the subject, “I Speak for Democ- 


Littlestown 
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There will be ail exchange of gifts meeting is 
composed of the follow- 9 a rn. to IO pm Tills is sponsored 
and each mem ber is asked to bring ing ladies: 
Ruth Sneerlnger. chair- by 
Mrs. 
Norman 
Snyder 
James 


Little*tawn _ 
Mr. »,«. M r. WU- 
I T 
M “ * ™ 
' «“ > 
ham Blum, Baltimore, were guests; 
_ 
. 
. 
# 
' 
. 
.. 
* 
,J in d Mary Dolman. 
tides will be displayed, and door 
on Sunday of Mrs Alice Showalter I 
furnished tov the com - 
H ie Homecraft display and sale prizes will be awarded 
South Queen street 
'j m itt* . An election of officers will will be continued In the J. Arthur 
Alvin O 
Dutterer, Jr., and th e 1 
S anta Claus will again be in his ^ 
*or 
®°>’d store-room on Saturday from Rev Mr. Abbott, both of St M ary’s 
headquarters in the store-room b e -1 
----------- 
tween 
Bankert’s 
restau ran t 
a n d ! 
Zerflng’s store on Saturday eve­ 
ning, from 6 to 9 o’clock, to greet * 
and treat the children who were' 
unable to see him after the parade 
on Monday evening. 
The 
Ladies’ 
auxillary 
of 
the 
Alpha Fire company will have a 
Christm as party on Monday eve­ 
ning at 8 o'clock In the J. Arthur 
Boyd store-room, East King street. J 


racy." All speeches were recorded 
and judges listened to the records 
in 
the 
studios of radio 
station 
WOAL here 


Reformed church, Silver Rim, will West King street, is spending the 
take part in the 1952 Brotherhood week-end with her son and daugh- 
Planning conference to be held at ter-in-law. Mr and Mrs John Horn- 
I TS-1”.:-: 
~ 
Theodore Roosevelt was elected 
ttor.al convention will be held ail 
Hood next August 
Mrs. 
Josephine 
E 
Horn berger, governor of New York in 1898 


Rome, Nov. 30 CA’) —- The United 
States Thursday threw its full diplo­ 
matic weight behind efforts to push 
forward plans for a 43-division Eu­ 
ropean army. 
High officials who attended the 
NATO council meetings that ended 
here yesterday said the U. S. is ex­ 
trem ely eager to have a treaty out­ 
lining precise plan.i for this interna­ 
tional force ready for the next coun­ 
cil meeting, opening in Lisbon next 
February 2. 


/ No Co-Signors 


/ Confidential 


/ Terms to snit yon 


*2 0 " 2000 


irs nm rrt to tot tow 
w isnr... irs wiu to 


Weaver Bldg. 
Gettysburg, Pa 
Lincoln Square 
Phone 610 
PUBLIC SALE 
VALUABLE REAL ESTATE 
December 8th, 1951, 2 P.M. 
The undersigned will offer for sale 
3 separate tracts of land described 
as follows: 
T ract No. I—Tract of land, in 
Bendersville 
borough, 
containing 
about 9 acres, more or less, situate 
directly west of the owner’s dwelling. 
Also packing house, almost new'. E n­ 
tire tract Is planted in trees, apple, 
peach, cherry and plum. 
Tract No. 2—T ract of land, o u t­ 
side Bendersville borough, contain­ 
ing 6 acres and 16 perches situate 
between the land now owned by 
Donald G arretson and Allen fiheely. 
This tract is planted in apple and 
peach. 
Tract No. 3—-Tract of land, in 
Bendersville borough, containing 8 
acres and IOO perches situate W est 
and 
South 
of 
the 
Bendersville 
Cemetery. 4 Mi acres in 10-year-old 
cherry trees and the balance in 
peach and young sour cherry. 
HARVEY P. QUIG LE, 
Bendersville. Pa. 
,Auct ’ SJftytwugh 


WEAK TV PICTURES COME IN STRONG WITH 
ALLIANCE JENNA‘SCOPE 


It gives you a lot to be thankful for 


Got rid of wook, furry, worn-out TV 
ptctwrM . . . especially front for-off *ta- 
tiond M#rV» Its# way *0 pep them up! 


Adds 2 M s s to Your Set! 


• Amplifies sight and sound. 


• Instantly installed 


• One control for of/ channels. 


• Automatic On-off switch. 


• Wonderful in fringe and 
suburban areas! 


. . . by tbs met!STS et Hie famous Alliance 
Tonne-Rate*. Hwmdrmdi af tho vt amdt af 
Teeee-Refert are In etal Said by TV 
deafen wad sendee steres everywhere. 


Step up the picturel Step up the sound! 
Jest plug in All.once Terne• Scope — amar* 
ing TV tootler. Make* for fary-en-the 
eyer T a h iti on' 


PRICE 


AUTHORIZED DEALER FOR 
ALLIANCE TENN A SCOPE 
B a k e r s B a t t e r y S e r v ic e 
135 Baltimore Siree! 
Phone 422-Z 


L et's suppose that this is you. 


The oar you're riding in, as you can see, is a 
Buick. 
But what you can’t see is the satisfaction which 
being behind that wheel brings to every day 
in the year. 
Take the feel of it — the way it goes into ac- 
tion when you nudge the gas treadle. Quick. 
Eager. Willing. N o effort at all. You just swoop 
up to the miles per hour you want. 


That's because there’s a high-powered, high- 
compression, valve-in-head Fireball Engine 
under the hood that makes every drop of gas 
do extra duty. A nd it's because th ere’s a 
Dynaflow Drive,* feeding that power hack to 
the rear w heels as smoothly as cream flows 
from rn pitcher. 


T ake the w ay it sits the road. B alanced. 
Poised. Sure-footed. Snug. 


That’s because of a long list of things that Buick 


I mm ta Mf NOT /. I ATLOt, AAC N eiv ert. ewwfy Monday 


engineers have done to its ride—including a 
torque-tuhc keel that k eeps rear w h eels 
tracking true—and soft coil springs that indi­ 
vidually cushion each wheel. 


Take the way it steers. Easy. Light. Firm. On 
a straightaway—or coming out of a curve—it 
seem s to know what you want it to do. 


That’s because of something the engineers 
call “ front-end geometry” — and because WI 
steel halls roll in their own little race track 
to ease each turn of the wheel. 


Take its room, its comfort, its smart good 
looks —and its price. 


Any way you size it up, here’s a car to make 
you thankful for your good judgment in pick­ 
ing it, against the field. 


All that is needed to complete this picture is 
you at the wheel of a flcsh-and-blood Buick — 
out on the road for a sample of what w e’ve 
been talking about. 


That’s easy to arrange. Just give us a call, 
and w e’ll do the rest. 


h t * rrmrmt 
tr<m amt mutt* * mr* *mk***t tm *hmm§* 
mat)-*. 
♦ .Stnm. J.,* J on HOM-M ta hit. 
et M tre wet n otArr .M rw, 


ATO OTHER CAM PROVIDES ALL TU IS* 


D YN A H O W DA/V I* • FltEBAlL ENGINE 


4 WHEEL CDII S IN G IN G • DC'Al VENTILATION 


PUSH BA? TOPEfPONT • TOBQUETUBE QttVE 


WHITE GLOW I NS T9 IME NTS • Off AMUNE STYIINQ 


BODY BY FlSHEt 


w--in t i n t AuroM oants M i a /i t m ax w si wild r u m 


Hr to 
WINTRODE’S GARAGE 


NORTH QUEEN STREET AT BONNEAUVILLE ROAD 
LITTLESTOWN. PA. 
DITZLER'S 
YORK SPRINGS, PA. 
PHONE 27-R-12 
OPEN MONDAY. WEDNESDAY. FRIDAY AND SATURDAY EVENING UNTIL 9:00 


Hardware & Furnitare 
SPECIALS 
WHILE THEY LAST! 
$100. Allowance 


For Your Old Refrigerator 


If In Running Condition 


On A Model MM-110 
Frigidaire 


BUY AND 
SAVE! 


IMMEDIATE DELIVERY 


FRIGIDAIRE 
Prices Begin at 
$194.95 


LESS TRADE-IN ALLOWANCE 


NO EASIER TERMS IN AMERICA! 


APPLIANCES 
20% OFF 
While They Last 


ELECTRIC 
AUTOMATIC 
TOASTER 
Heavy Chrome 
$14.95 


ELECTRIC IRON 
Handy lira ! Control 
For All Fabrics 


ELECTRIC 
MIXER 


ELECTRIC 
COFFEE MAKER 
Beautifully 
Designed 
$29.95 and up 
$4.95 


Else. Sandwich 
$12.95 


SOFA REDS 


WERE 
NOW 
$89.95 
$59.95 


CEDAR CHEST 


CEDAR 
KOBES 


Were $79 95 
Now $59.95 
Were $69.95 
Now 549.95 


Reg. value 
$39.95 


5 2 8 " 


Innerspring Mattresses 
$24.50 up 


Folt Mattresses >12.80 up 


WATER REPELLENT 
Drib Mattresses 
$0.96 


FOAM RUBBER 
Pillows 
now $6,95 
were $8.05 


“Perfect Sleeper” J®****-** 
Nationally Advertised 
ittre n e s 
Box Spring* 
$39.95 each 


M 
T 7 I V B 
i l l I iiLLSi 
YORK SPRINGS, PA. 
PHONE 2 
OPEN MOM) \Y. WEDNESDAY. HUBAY AND SATURDAY EVENING UNTIL 9:00 
M M B M B i ii nim 
WASHERS 


BEDROOM SUITES 


Maple. Mahogany, Walnut 


•Were 
NOW 


$99.50 
$69.50 


$229.95 
$169.95 


$395.00 
$269.00 


$189.00 
S149.00 


. 1139.95 


Special! $39.95 
Trade-In Allowan :e 
FOR YOUR OLO 
WASHER 


Utility Cabinets 
Wide Selection, For 
Kitchen or Work Boom 


SPECIAL PRICES 
As Low As $9.85 


LIVING BOOM SUITE 
$139.00 


The ideal Christmas Gift. There is nothing more im­ 


portant than a stunning luxurious living room suite. Be 


rightfully proud of your home this Christmas! 


5-Piece 
Chrome Dinette 


W a s 
$169.00 
S99.50 
$79.50 


NOW 
$119.00 
$79.50 
$39.50 


While They Last 


OIL HEATERS 


Formerly 
n o w 
$139.95 
$79.95 


54" STEEL SINKS 
$139.95 
$119.95 


42" STEEL SINKS 
$99.50 
$79.50 


ELECTRIC MIXERS 
$39.50 
$29.95 
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CORRESPONDENT 
GIVES FACTS ON 
STOP FIRE ORDER 


I Editors Note What was the 
real origin of the order pa .vied 
along to front line commanders 
In Korea Wednesday that led 
to the strange quiet along the 
145-mile frozen battlefront? 
John Randolph, AP war cor­ 
respondent, yesterday reported 
that the order came from the 
* hit heat sources, possibly from 
the White House itself" and his 
report wa* paased by censorship 
Almost as soon ax the Randolph 
dispatch 
appeared 
in 
print, 
Joseph Short, White House press 
secretary, called a sudden press 
conference at Key West, and 
said: 
“My attention has been called 
to 
the 
following 
Associated 
Press 
dispatch 
from 
Seoul: 
‘Orders 
from 
the 
highest 
sources, possibly from the White 
House itself, brought the ground 
fighting to a complete, if tem ­ 
porary halt W ednesday, John 
Randolph. Associated Press cor­ 
respondent, 
reported 
through 


censorship today.* *’ Then Short 
declared that 'the statem ent by 
the Associated Presa is not true ” 
Asked if the President had 
taken any action in Korea or 
if he had directed a halt in 
offensive action there. Short re­ 
plied 
“I am not going beyond 
the terminology of my state­ 
m ent." 
T hat 
statem ent 
was 
formulated 
carefully 
at 
the 
Little White House* in Key West 
after 
President 
Trum an 
had 
conferred for several hours with 
General John E Hull, vice chief 
of staff of the army who flew* to 
Key West yesterday afternoon 
from W ashington 
Correspondents attending the 
press conference speculated th a t 
the W hite House reaction was 
prompted by the wording of the 
AP dispatch, suggesting the pos­ 
sibility of a W hite House order, 
and not with the report th at 
there had been a defacto halt in 
the ground fighting. 
In the accompanying dispatch, 
Randolph reports on the back­ 
ground situation leading to his 
original story and describes, from 
a frontline vantage point, the 
speculation as to the possible 
sources 
and 
details 
on 
the 
ground-fighting directive.) 


Bv JOHN RANDOLPH 
Seoul, Korea. Nov. 29 1/fW < De. 


TODAY’S SPECIALS 


1961 OMC’ S-Ton Pickup ...................... 
IWO Pontiac Sedan Coupe, R.H. . . . . . . 
IH I Dodge Convertible Coupe. RJI . 
IRM Oldsmobile 4-dr. Sedan, New Tires 
IMS Pontiac *8* 4-dr , R H., Hvd.............. 


Was 
.41,575 00 
. 1.895 00 
. 1.395 00 
. 
265 DO 
. 1.695 00 


Now Under 
Ceiling 
$1,295 OO 
1.695.00 
1.095.00 
165.00 
1.495.00 


*51 Olds. *8* 4-dr. Sdn. R H. 
’51 Olds. *98 4-dr Sdn., R H 
*50 De Soto Coupe, R H. 
SO Olds ‘98* Club Sdn., RJI. 
'SO Pontiac 2-dr. Sdn., R H 
’SO Olds *98 
4-dr 
Sdn.. R H . 
ID ri 
*90 Olds. 88’ 4-dr. Sdn., R H 
SO Olds. *88' 2-dr. Sdn 
*09 Olds *78* 4-dr 
S dn. R H . 
Hy«L 
*49 Chevrolet 2-dr. Sdn. 
*40 De Soto Club Coupe 
*49 Plymouth Sp. Dl*r„ R.H. 
*40 Ford 2-dr. Sdn, R H 
’49 Chevrolet Club Cpr.. RJI. 


198! GMC 3X2. V-Tag. 161 w.b. 
1951 GMC 622, Y-Tag Tractor 
1861 OMC 472, W-Tag, 149 w.b 
1951 GMC FC100, R-Tag Pickup 


’49 Old*. *98’ Club Sdn., R H. 
'48 Pontiac Sedan Coupe 
48 Pont. Sdn. Cpr.. Hyd., RJI. 
‘48 Oldsmobile *66’ Sedan 
48 Pont 4-dr Sdn., RJI., Hvd. 
*47 Olds. *06 Club Sdn., R.H, 
47 Olds *78* Club Sdn., R H. 
*47 Pontiac 4-dr. Sdn., RJI. 
*47 Buick Super 4-dr. Sdn., RJI. 
'47 Pontiac Conv. Cpe., R.H. 
’47 Pontiac Mn. Cpe., R.H. 
'47 Pontiac 4-dr. Torp., R.H. 
'42 Pontiac Sedan Coupe 
"41 Oldsmobile Club Sedan 
38 Oldsmobile 4-dr. Sedan 
*35 Dodge Coupe 


1951 OMC 192. Pickup. 8-Tag 
1951 OMC 152, S Tsg. Pickup 
1947 GMC FC452, Dump. W-Tag 


GLENN I. BREAM. 
Paul R. Knox. Saids Mgr. 
OLDSMOBILE. CADILLAC. GMC SALES and SERVICE 
IOO Buford Av#.. Gettysburg. Pa. 
Ope® Evenings Until 9:00 P.M. 
Phone 336 or 337 


Ifik genuine/fatty 


Only $129.95 


MM MATTA® Cl NPT AIN. A our ins’s A r 
Mi low peiosd wusbsr Busy to r o - St­ 
em! 4—down. Como ie today tor dom- 


MAKE FRIGID AIRE 
A FAMILY AFFAIR 
For Christmas 
A Gill The Whole Family Enjoys ! 


A dams C ounty E lectric A ppliance C ompany 
Next to the Majestic Theatre 
31 Carlisle St. 
Phone 119-Z 
Gettysburg. Pa. 


How Do You Know 
You're Getting 
The Best Deal? 


BETTER 


READ OUR ADVERTISEMENT 


IN TOMORROWS PAPER 


layed 
by Censors)—W hite 
House 
denials th at it ordered a halt in 
I the U N 
ground action iii Korea 
1 did nothing Thursday to solve the 
mystery of where the Instructions 
came from. 
Despite all official denials, they 
are known to exist at the Eighth 
Army level where they had been 
first classified as "top .secret.” 
Army 
officers, 
alarm ed 
at 
the 
furor the news has caused in W ash­ 
ington and elsewhere, refused to 
talk any more. 
Not Entirely Military 
But the facts of m ilitary life are 
so well known th a t it is possible, 
with considerable hope of accuracy. 
to make some deductions. 
First, calling a halt to Allied of- 
’ tensive action in Korea is not en­ 
tirely a military m atter. Like most 
m ajor decisions in this war. it in­ 
volves political policy and decision. 
Consequently, it is logical to as­ 
sume that the orders did not orig­ 
inate at General Jam es A, Van 
Fleet’s Eighth Army headquarters 
Backing this up is another piece of 
evidence—Van Fleet’s often-repeated 
statem ents th at he opposes inaction 
and stalem ate in his arm y in order 
to pi event it “going soft’* and be­ 
coming ripe for a sudden enemy 
attack 
Sf’AP Wouldn’t Act Alone 
The next higher command above 
the Eighth Army is General Matthew 
B 
Ridgway’* Far 
Eastern head­ 
quarters in Tokyo. 
Even 
at 
th at 
level, 
although 
* SOAP" does deal in political mat> 
terg—mostly Involving Jap an —it is 
stretching belief too far to think 
Ridgway would act entirely on his 
own. 
A command as im portant as Ridg­ 
way’* would likely have some dis­ 
cretion in phrasing such an order. 
or in timing it, but it is inconceiv­ 
able—m ilitarily speaking—th at even 
SOAP would call off the gorund war 
without consulting superiors. 
The onlv higher headquarters that 
Ridgway answers to are the P enta­ 
gon and the President as commander 
in chief. The W ashington denials b\ 
W hite House Pleas Secretary Joseph 


Short said there was no "cease-.., e” 
in Korea. 
Censors Bv-Passed 
Strictly 
speaking 
th a t is true. 
There is firing from both sides, al­ 
though very little by norm al stan d ­ 
ards. But the denials did not deny 
that a damper had been put on of­ 
fensive ground action. 
It is now know'n that the orders 
at Eighth Army were classified a* 
‘’top secret"—the highest govern­ 
m ent category of secrecy As required 
by regulations they went only to 
officers directly concerned with the 
action required—in this case tile 
chain of command 
* 
Consequently, army inform ation 
officers and censors were by-passed 
and not informed and had no prior 
knowledge. But 
when the order* 
finally reached the troops—a t least 
100.000 men were told—secrecy n a ­ 
turally vanished. The orders having 
been broadcast, the classification was 
compromised and no serious effort 
was made to deny their existence 
Wednesday night. 
Some officers who had seen the 
orders were bewildered and even in­ 
dignant at being placed in a false 
position by the stateside denials. 
Official Denials 
O thers explained the a cl no. . 
reasonable desire not to guarantee 
im m unity to the frontline Com m u­ 
nists by publishing the Allied plans 
for restraint in the fighting 
Still following the requirem ents of 
the “top secret’’ classification, every­ 
thing was officially denied 
The sudden halt in Allied offensive 
action could, of course, end as sud­ 
denly. A simple order from the same 
source of 
the 
"cease-fire” order 
could sta rt the ground war raging 
again almost in a m atter of m inutes. 
(Editor s Note- Randolph's dispatch, 
held up by censors, was W T itte n be­ 
fore 
Thursday’s 
resumption 
of 
sporadic fighting > 
But there was too much evidence 
and too many witnesses to explain 
away the fact that W ednesday the 
Allies called off their ground attack 
against the Communists for the first 
tim e since the war began June 25. 
1950 


MOTOR CODE IS 
MADE TOUGHER 
I 
ON VIOLATORS 


Harrisburg, Nov. 30 JPy—Reckless 
drivers will find it tougher to escape 
punishm ent under a new state law 
The law’ tightens the definition of 
reckless d iv in g and plugs loopholes 
in other motor vehicle laws 
I 
T 
Elmer Transeau. director of 
th f State Bureau of Highway Safety, 
i said the 1951 statute "will help tre ­ 
mendously in curbing reckless driv­ 
ing.” 
The law previously required peace 
officers arresting drivers for reck- 
las driving to prove th at the oper­ 
ators were "wilfuly or w antonly” dis­ 
regarding the rights of s a f e t y of 
others. 
! 
Transeau said the phrase "wilfuly 
or wantonly" has in the past enabled 
many drivers to escape reckless driv­ 


ing charges because oi tile difficulty 
of proving such intent. The new law 
however removes the phrase from 
the statute entirely and merely re­ 
quires the peace officer to prove 
th a t persons charged with reckless 
driving were "careless.” 
The new law also boosts the fine 
for violation of motor vehicle in ­ 
spection regulations from a m axi­ 
mum of $25 to $50 and fixes com ­ 
plete instructions for the first time 
for the transportation of inflam ­ 
mable or explosive cargo. 


The law makes it tougher for a 
motorist whose car cannot other­ 
wise pass inspection requirem ents 
to resort to illegal m eans to obtain 
an inspection sticker. It .subjects the 
m otorist as well as the individual 
who handed out the sticker to pros­ 
ecution. 
Also persons removmg or tran s­ 
ferring stickers now face a fine of 
what objects may be placed on a csu 
windshield or other car windows. In ­ 
stead of covering only objects fas­ 
tened directly to the window, the 


state now may prohibit other items 
on the car which might obstruct the 
driver's vision.. 
T ranseau said another im portant 
change is a provision perm itting the 
Secretary of Revenue to revoke or 
suspend drivers’ licenses if sufficient 
evide nce of guilt is available without 
involving a court proceeding. T ran­ 
seau said this will elim inate a lot 
of what he termed "legal reel tape" 
surrounding many license revoca­ 
tions and suspensions. 


SENTINEL TELEVISION - “LIVING PICTURES" 
Deepfreeze, Refrigerators cmd Freezers 
Horton Washers and Ironers 
Sentinel Radios 
DALE E. CLARK 
Phone Biglerville 93-R-13 
Bendersville, Pa. 
On Display 


WANTED AT ONCE 


Six Dependable Men 


For Night Shift 


HOURS: 5:00 P.M. lo 1:00 A.M. 


Apply To 
THE CARROLL SHOE COMPANY 
LITTLKSTOWN 
I’ENNSYI.V ANI A 


STANLEY B. STOVER 


12 E. King Street 
Phone 223 
Littlestown, Pa. 


*51 Plym 4-dr., R H 
$1,895 
*47 C hn. I dr.. K IL, NP. 
$1,395 
51 d u n , Win., KH 
2,995 
*47 Mrrr. Sta. Wag. I Gun. 
1,195 
49 Ford 2-dr., RJI 
1,295 
'46 Punt. 2-dr.. NP. . 
.. 1.045 
’49 Plym. 4-dr. Sp. I)*r. 
1,495 
’41 Dr Soto Srdan. Grey 
395 
*49 Plym. Day. 4-dr. 
1.395 
*41 Ford 4-dr., “6,” Fair 
380 
’49 Pent. “6” 2-dr. 
1,695 
'41 Dr Soto 4-dr., Blur 
495 
'49 Na*It Amb. 4-dr. Sdn. 
. 
1,345 
*40 Olds. Maroon, 4-dr. 
.. 
395 
‘48 Plym. Sp. Die., Blur 
1,245 
'40 Pout. 2-dr. Sdn. 
295 
’4* P!vm. hp Die.. Grrv 
1.195 
*40 Chry. 4-dr.. Mot. Rec. 
. 
295 
’47 Chry. Win*. Cl. Cpr. 
1,420 
*40 Ford Coupe*. Black 
... .. 
295 
’47 Dedfr 2-dr. Sdn. 
1,095 
‘40 Hudson 2-dr. Sdn. 
295 
47 Pont “8" S'liner 
1.195 
*39 Plym., Hratrr 
265 
Gettysburg Motors, Inc. 
6th and York Streets 
Call 740 
Always A Good Deal For A Good Deal Less 
WE HAVE A FEW 1951 CHRYSLERS AND PLYMOUTHS 
FQK IMMEDIATE DELIVERY 


r 
n 
r 
n 
TheDoor 
To Hi ALTH 
DIZZY SPILLS, NERVOUSNESS, BLOATING, 
ARTHRITIS, STOMACH AILMENTS, NEURITIS, 
RHEUMATISM, HEADACHES, WEAK KIDNEYS, 
^uTSVnR*i.,r.**ft S& fSSi 
Colon Illustrations 
bago. I'M* P a in t, L ark of V itality. 
Bad B reath , Sleepier* N ight*. Bad 
C om plexion. 
Q uick Relief 
Regardless of how long you 
have suffered these symptom*, 
it can be due to a lack of NAT - 
URAL MINERALS In your sys­ 
tem. You can now free your 
body of these complaints with 
HOPE MINERAL TAB1JETS. 
You need not walt months for 
results aa these marvelous tab­ 
lets will prove their benefit in 
JUST A KEW DAYS. 
When you have reached the 
end of your rope, when your 
Powers 
Are Weakened 
and 
aches and pains get you down; 
when your eyes no longer spar­ 
kle and you are nervous and 
tired—HOPE MINERAL may 
be what your body is asking for. 
N atu ral M inerals 
HOPE MINERAL IS ABSO­ 
LUTELY NEW and contains 
traces of FIFTEEN different 
minerals, blended by nature. It 
is NOT made up of artificial in 
gredients with a lot of alcohol 
added to give vou a temporarv 
lift. 
HOPE MINERAL con 
tains only natural minerals, no 
dopes, no oils, and is not habit 
forming. Even doctors cannot 
make it. because It Is TAKEN 
FROM THE EARTH, made by 
Mother Nature! 
Enriched Blood 
These miraculous tablets will 
enrich your blood—give you 
more pep and energy, will get 
down to the cause and start 
your lasy organs working again. 
It will bring back powers you 
thought you had lost. When 
you Feel and Look Old Before 
Your Time and you make life 
miserable tor others, turn lo 
HOPE MINERAL. 
AFTER using Hope Mineral, 
watch your elimination. The 
waste will become black as 
night—But Do Not Become 
Alarmed—the minerals are do­ 
ing their work. When you be­ 
gin to feel the relief passing 
over your body, be thankful you 


ROCK 
„ 
LIKE 
MN PACT I ON fN 
DESCENDING 
COLON 
ABNORMAL COLON. Beware of this con­ 
dition which may lead to complications. 


RECTUM 
* 
NORMAL COLON. Minerals will help keep 
the musctei of your colon firm and healthy. 
have found HOPE MINERAL. The door 
to health Is open to you . . . 
G u aran teed 
DON’T 
SUFFER 
ANOTHER MO­ 
MENT—Life is too short. Get a bottle of 
Hope Mineral Tablets at yo«r drag 
store. Use It, and if you are not amated 
at the reoults, we will gladly refund yew 
money. 
PRICE ILS9 
PEOPLES DRUG STORE 


CABO PARTY 


Sponsored bv 
FAIRFIELD 
LIONS CLUB 


Community Hall, Fairfield 


8:00 P.M., FRIDAY 


Benefit of Charity Fund 


Watching Your Money GROW Is Fun! 


Sure. YOU can save money. Just make it a habit to put a dollar 


or more in our Saving® Department each week. The National 


Bank of Arendtsville will pay you 2% Interest starting January I. 


1952. 


Ii you have an old account, or ii you 


want to open a new account, bank with 


THE NATIONAL BANK of ARENDTSVILLE 
Member Federal Reserve Bank 
Member Federal Deposit Insurance Corp. 
ARENDTSVILLE. PA. 


HARDWARE - GIFTS for CHRISTMAS at ZERFING’S 


• i . e . t i c .O O I. a a 
HOWD/ 
Rig news! New s y n c r o b a n d e r - p o l i s h e h 
gives you IOO'© MORK p o w e r — 100% m o r e 
e f f i c i e n c y than ever! Exclusive d o u b l k 
a r c m o t i o n , just guide it! Also a wonder­ 
f u l l y RE LAXING m a s s a g e r ! U L - APPROVED. 
Built In Fractional Horsepower Reactance 
M otor G U A R A N T E E D A L L D U R I N G YOUR 
o w n e r s h i p ! Operates 60 c y c l e , 110-120 
volt A.C 


NEW SAFI JIG SAW 
CUTS r WOOD 
JO I 
M O H 
PO 
— a lto Q U IIT IK ! 


POWER U M I 
U M R A N I (IO 
AGAINST 
•URN OUI A U 
OURtMC VOHS 
OWN! RSHiN! 


R ead y —the l a r g e s t —m ost 
powerful . . . moat 
v e r s a t i l e 
j i g saw! Cuts a n y length V* 
w ood, th in m etal, p la stic. 
70% m o r e power . 
. 5 0 % 
q u iKTEr! Portable. Just plug 
in —a n d s a w . Has Fractional 
H o r s e p o w e r 
R e a c t a n c e 
Electric Motor b u i l t i n ! 


Complete Line of 
PLUMB and 
STANLEY 


and 


D 1SSTGN 


TOOLS 


WATER 
WARMERS 


and 


TNERMOTAPES 
for Poultry 


WOLVERINE 
Gloves 


• Canvas 


• Jersey 


TAYLOR 


Barometers 


and 


Thermometers 


Black and Decker 


ELECTRIC 
DRILLS 


Complete Sizes 


High Speed 


and Carbon Drills 


l/4 inch and */* inch 


DEER SEASON OPENS DECEMBER 3rd 


Hi-Power RIFLES 
and AMMUNITION 
Most All Calibers 


HUNTING 
PANTS-COATS 


The Genuine Woolrich 
WINDOW GLASS 


O lio Glass and Plastic 
Window ( t u r n u p 


w a s h It/ S C H H 6 I f f * : - 1 
mar its Matchless Beauty- 


A Completely N EW ... 
Completely DIFFERENT Wall Paint! 


; s t * 


i t s 
Guaranteed* Washable o r y o u r m o n e y b a c k ! 


Publishable Super 


*« » 0. To o s , . .A ST TO A t Ait 


0 ^ ,. 


»' Guaranteed by 
- 
Good Housekeeping 


Dirt jut! can't gat 
a "foothold” 


Super kern Tone . tight, 


n o n -p o ro u s 
surface, 
a 
n e w 
a chievem ent 
of 
p ain t 
chem ist* y, 
p r e ­ 
vents dirt fro m p e n e ­ 
trating. 


Evon ordinary inks 
w ad i aff easily) 


Spotter ink o n it . . . 
in ste ad o f s o a k in g ie 
o s 
a n 
o rd in a ry 
flat 
paint, it re m a in s o n the 
surface 
a n d 
it e a sily 
w a sh e d o ff. 


Scrubbing doesn't 
harm it 
'Tests have shown that 
SupO ' 
Kem-Tone 
will 
w ith st a n d 
re p e a te d 
w a s h i n g with u s u a l 
h o u se h o ld 
cle an ers 
without 
impairing 
its 
beauty. 
GEO 
ZESTING 


GETTYSBURG 
“ Hardware on the Square 
LITTLESTOWN 
TANEYTOWN, NO. 


